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HEAD  OFFICES  AND  SHOW  ROOMS,  CORPORATION  STREET,  BIRMINGHAM. 


GENERAL  OFFICE. 


SHOW  ROOM  Chemists,  Hospital  and  Surgical  Sundries. 


SHOW  ROOM.  Surgical  Instruments,  Appliances,  &c. 


SURGICAL  DRESSING  WORKS  AND  LABORATORIES,  OLDBURY. 


LOADING  UP  WAR  BOXES  OF  DRESSINGS  FOR  SHIPMENT  TO  SOUTH  AFRICA. 
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WE  have  much  pleasure  in  submitting  herewith  a copy  of  our  new  and  much 
enlarged  Catalogue  of  Surgical  Instruments  and  Appliances  used  in  Hospital 
and  Surgical  Practice,  and  trust  by  unfailing  attention  to  the  demands  of 
our  many  friends  and  customers,  to  merit  a still  larger  share  of  their 
patronage.  Our  one  aim  will  always  be  to  supply  goods  of  such  a quality  and  at 
such  a figure  that  they  will  in  themselves  be  a recommendation,  and  continue  to 
maintain  the  confidence  of  the  Medical  Profession  and  our  customers  generally  which 
we  have  hitherto  enjoyed. 

For  facility  of  reference  the  Catalogue  is  sectionised  as  follows : — 


Aseptic  and  Antiseptic  Surgical  Dressings  of  every  description. 
Surgical  Instruments. 

Artificial  Limbs,  Deformity  Instruments,  etc. 

Surgical  Appliances  and  Hospital  Requisites. 

Hospital  and  General  Sundries. 


Hospital  Furniture,  Utensils,  etc. 

Experts  in  each  particular  branch  are  employed,  and  every  care  is  taken  that  all 
instructions  are  intelligently  and  accurately  followed  out. 

Our  success  in  this  department  is  the  most  convincing  proof  as  to  quality,  coupled 
with  the  fact  that  we  are  at  the  present  time  Contractors  to  His  Majesty’s  Army  and 
Navy,  India  Office,  Colonial  Government,  and  the  principal  Institutions  of  Great  Britain. 
For  Antiseptic  Dressings  Lord  Lister’s  formulae  are  strictly  adhered  to,  and  all  the  latest 
machinery  is  employed  in  their  manufacture. 

The  latest  and  most  up-to-date  appliances  are  used  in  this  process. 

We  hold  a representative  stock  of  Instruments,  which  have  been  selected  with  care, 
both  as  regards  quality  and  pattern,  in  order  to  give  the  best  possible  value.  Repairs 
carefully  and  promptly  executed. 

Care  is  taken  that  the  case  for  which  the  appliance  is  needed  or  ordered  has  the 
greatest  consideration  in  the  construction  of  the  requisite  article. 

Experienced  Male  and  Female  Assistants  are  in  attendance  and  can  be  sent  to  any  part  of 
the  country  at  24  hours’  notice. 

Our  large  and  increasing  business  in  this  department  greatly  facilitates  our  ability 
to  execute  any  order  for  articles  under  this  heading 

Our  Catalogue  contains  the  most  general  articles  of  Furniture,  we  shall  however  be 
pleased  at  all  times  to  submit  estimates  for  any  other  patterns  against  specifications 

Is  very  extensive,  and  in  most  cases  orders  can  be  despatched  same  day  as  receipt. 

Are  to  the  Profession  only,  and  are  subject  to  alteration  with  or  without  notice, 

Satisfactory  Trade  or  Bank  references  required  on  opening  new  accounts. 

% discount  monthly.  Net  quarterly. 

To  be  returned  to  Works,  Oldbury,  Carriage  Paid.  Full  value  allowed  on  receipt. 
Goods  should  not  be  enclosed  in  packages  returned  as  “Empties.” 

Carriage  Paid  on  orders  of  £1  value  in  Great  Britain ; Ireland,  £t).  If  no  route 
specified,  the  most  advantageous  to  the  customer  will  be  selected. 

Not  responsible  for  breakages.  Errors  should  be  reported  within  seven  days. 


December,  1903. 


Cuxson,  Gerrard  & Co. 


Cuxson,  Gerrard  & Co.’S 

CATALOGUE 

OF 

Surgical  Dressings,  Instruments, 
Appliances,  Sundries,  etc.,  etc. 

Section  1. 

SURGICAL  DRESSINGS. 


Absorbent  Tissue,  “Red  Cross.” 


c 21 

u, 

i 

in  m s 

: “H 

' M 

fj 

|i{ 

5 5 | 

:PI 

5 t 

Plain,  ordinary  quality 

• • • • • • 

per  lb. 

i / 2 best  i /8 

Sterilised  ,, 

...  ... 

5 J 

!/9  ,i  2/3 

Antiseptic  (Alembroth,  Boracic,  Carbolized  or 

Aseptic  or  Sterilised  Dressings 

Sublimated)... 

in  Bulk. 

5 ? 

i/9  » 2/6 

Packed  in  Air-tight  Packets. 

( Not  patented 

method  ). 

Plain. 

Alembroth, 
Boracic  or  Cyanide. 

Gauze  ...  i yard  packets.  per 

doz.  packets. 

2/6 

3/- 

»>  • • • 6 ,, 

M 

io/- 

13/6 

»>  • • • 12  ,, 

) ) 

i s/- 

22/6 

Lint  ...  i oz.  ,, 

}} 

2/- 

2/6 

»>  •••  2 ,,  ,, 

yy 

3/9 

4/6 

>»  •••  4 >>  >> 

y y 

7/- 

8 - 

Wool  ...  i „ 

i y 

i/6 

2/- 

>»  •••  2 ,,  ,, 

yy 

2/9 

3/9 

»>  •••  4 »>  »» 

n 

5/- 

7/* 
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CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


Aseptic  or  Sterilised  Dressings. 

Packed  by  Cuxson,  Gcrrard  cT  Co.'s  Patented  method. 

As  supplied  to  His  Majesty’s  Navy  and  recommended  by  E.  W.  Morris,  Esq.,  late  Chief 

Dispenser  at  the  London  Hospital. 


The 


METHOD  OF  PACKING  PATENTED 


Fig.  1. 


COMPLETE. 


Fig.  2. 

THE  DRESSING  WRAPPED. 


Fig.  3. 

CYLINDER  OR  DOUBLE  CASE. 


only  method  of  packing  which  ensures  a perfect  Aseptic  Dressing. 


We  guarantee  these  Dressings  are  submitted  to  a temperature  of  25o°F.  for  30  minutes 
at  a pressure  of  15  lbs.  in  a steam  vacuum  autoclave,  after  the  methods  of  Pasteur  and  Lister. 

Before  Sterilization  each  parcel  of  Dressing  is  completely  enveloped  in  a sheet  of  Gotten 
Wool,  which,  as  is  well  known,  constitutes  the  most  perfect  method  for  the  exclusion  of  bacteria. 
The  wool  wrapping  remains  on  and  is  only  removed  the  moment  the  surgeon  requires  the  Dressing. 
As  a further  precaution  each  packet  is  wrapped  in  parchment  paper  and  placed  in  an  air-tight  dust- 
proof  carton,  Cylinder  or  Cutter  Top  Tin. 

Prices. 


Packed  by  Patent  method  in 

Cardboard  Cartons. 

Plain. 

Alembroth, 
Boracic  or  Cyanide 

Gauze 

1 yard 

per  doz.  Cartons 

4/- 

5/- 

2 „ 

J ? ? J 

7/6 

9/- 

5 J 

6 „ 

5 > >> 

15/- 

I7/‘ 

Lint 

1 oz. 

? ) 

4/- 

6/- 

2 ,, 

j > n 

6/6 

10/- . 

> > 

4 ,, 

n n 

1 1/6 

i5/- 

Wool 

1 „ 

n n 

3/6 

5/6 

>5 

2 „ 

5)  5 ? 

6/- 

9 /- 

Can  also  be  supplied  in  Double  Cylinder  Tins , as  illustrated , at  1 /-  per  dozen  tins  extra;  or  in  Cutter  7 ins,  9d. 

per  dozen  tins  extra. 


SURGICAL  DRESSINGS. 


BANDAGES. 


Open  Wove. 


Plain. 

20  Calico,  White 


22 

23 

25 

26 

27 

28 


,,  Grey 

55  55 

Open  Wove,  Grey 


5 5 

White 


29 

3°  55  55 

31 

32 

53  5,  Black 

33  Domette 

33A  ,,  Shetland 

34  Flannel,  Blue 
„ White 

Gauze,  Heavy 


35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 
49 
5° 


Muslin,  Stiffened 

55  55 

Linen 

Muslin  Check,  Stiffened,  (5  yds.  long) 
,,  Plain, 


Width.  Inches.  1 
per  gross  6/- 


5 5 


55 


5 5 


5 5 


Flannelette,  White 
,,  Cream 

Fast  Edge,  Grey 
,,  White 

,,  Alembroth  or  Cyanide 

Antiseptic.  6 yards,  long. 

100  Alembroth  Gauze 

101  Carbolized  ,, 

102  Sublimate  ,, 

105  Double  Cyanide  Gauze 
T03  Alembroth  Open  Wove 
104  Double  Cyanide 


5 5 


per  gross 

5 5 

per  doz. 


5 5 


55 


55 


55 


Crinoline. 


6 yds.  long. 


2 

2* 

3 

4 

5 

■% 

6 

2 2/- 

29/- 

33f 

44/- 

55/- 

66/- 

15/6 

18/- 

21/- 

28/6 

35/- 

43/- 

18/- 

22/6 

28/- 

36/6 

45/* 

58/- 

16/- 

18/6 

21/- 

27/- 

33/- 

42;- 

J3 /- 

16/- 

19/- 

24/- 

3°/- 

36/6 

11/- 

J3/- 

16/- 

21/- 

24/6 

31/6 

1% 

12/- 

14/6 

18/6 

23/- 

30/- 

17/6 

20/- 

23/- 

30/- 

38/- 

46/- 

1 4/' 

1 7/6 

21/- 

26/- 

34/- 

41/- 

12/- 

1 4/6 

1 7/6 

23/- 

29/- 

35/- 

11/- 

J3/- 

14/- 

21/- 

26/- 

28/- 

18/- 

24/- 

30/- 

36/- 

— 

— 

3/- 

3/9 

4/6 

5/6 

7/- 

8/6 

4/6 

5/9 

6/9 

8/3 

10/6 

12/6 

5/6 

7/- 

8/- 

11/- 

H/3 

16/- 

6/- 

8/- 

9/-- 

12/6 

16/- 

1 7/6 

10/- 

12/- 

i5/- 

19/- 

24/- 

28/- 

8/- 

10/- 

13/- 

17/- 

20/- 

• 

25/- 

*/4 

i/7 

2/- 

— 

— 

— 

2/3 

2/6 

3/- 

— 

— 

— 

3/9 

4/6 

5/6 

— 

2/- 

2/3 

2/9 

3/9 

1/10 

2/2 

2/6 

3/6 

— 

i/3 

1/6 

1/10 

2/6 

— 

— 

2/- 

2/6 

3/3 

4/3 

5/6 

6/6 

2/- 

2/6 

3/- 

4/- 

5/- 

6/- 

2/4 

3/- 

3/3 

— 

— 

2/7 

3/3 

3/6 

— 

— 

3/9 

4/- 

4/6 

— 

— 

— 

Inches  2 

H 

3 

4 

6 

gross 

11/- 

13/6 

1 5/6 

20/- 

30/- 

gross 

1 9/‘ 

22/- 

25/- 

31/- 

39/- 
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CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


BANDAGES,  “RED  CROSS,”  AMBULANCE. 

In  Boxes  of  1 dozen,  with  Safety  Pins. 


5064  White,  open  wove,  fine  quality. 

Size.  Inches.  1 2 2J  8 

Per  doz.  ...  gd.  1 /-  1/6  i/g  2/3 

5065  White,  loose  wove,  fast  edge. 

Size.  Inches.  2 2J  3 

Per  doz.  ...  ...  3/-  3/9  4/3 

5066  White,  open  wove,  sterilized. 

Each  wrapped  in  parchment  (without  Safety  Pinsj. 

Size.  Inches.  2 2^  3 

Per  doz.  ...  ...  1/61/9  2/3 


506S 


Triangular.  Esmarch’s. 


90  Esmarch’s,  Plain  Grey 


91 

92 

93 


11 

11 


Figured 
Plain  White 
Sal  Alembroth 


per  dozen  2/6 
„ " 3/4 


3/- 

3/9 


Elastic,  for  Support,  etc. 


Plain. 

Para  Rubber.  24  Gauge. 


Porous. 


56 


59  » 3 

21  Gauge. 


60 

61 


Length,  feet 

5 

7i 

io4 

15 

21 

wide 

each 

1/6 

2/3 

3/- 

4/6 ; 

5/9 

11 

...  >) 

1/10 

2/9 

3/6 

5/- 

6/9 

wide 

each 

2/- 

3/- 

4/- 

5/9 

<?/- 

1 1 

...  11 

2/4 

3/6 

4/9 

6/9 

9/* 

63  „ 3 >. 

Please  state  No.,  width,  and  length,  and  whether  Plain  or  Porous. 


SURGICAL  DRESSINGS 
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BANDAGES,  Elastic,  for  Support,  Continued. 


70 

The  “Albion. 


) ) 


80 


6g  A light  make,  very  porous,  Elastic  Web 

Bandage,  of  double  stretching  power,  6 feet  long 


83 

Width,  inches  2 4 3 

each  2/-  3/- 


CREPE  VELPEAU,  Elastic  but  Rubberless. 


70 

Light,  Durable,  Washable.  Width,  inches  2 

Best  quality  ...  ...  ...  ...  per  doz.  12/- 

2— 

15/- 

71 

Second  ,, 

,,  9/- 

12/- 

The  “ 

72 

Ideal.”  (Cheaper  form  but 
Cream  linted  ... 

a serviceable  bandage)  Prices  NET 

„ "4/9 

6/- 

73 

White  ,, 

...  ...  ,,  5/" 

6/9 

73a 

Pink  ,, 

5/9 

7/6 

Elastic  Web. 

Width,  inches  i^-  2 

2i 

80 

Brown,  soft 

per  doz.  yards  4/-  4/6 

5/- 

82 

,,  ,,  Cut-edge 

•••  J5  >>  4/6  5/' 

5/6 

81 

White,  stout  ... 

•••  >J  >>  4/9  5/9 

6/- 

“Churton”  or  Stockinette.  Width,  inches  2 o.\  3 3!  4 

83  ...  ...  ...  per  doz.  yards.  1/4  1/8  2/2  2/9  3/3 

Liebreich's  Eye  Bandages  ...  ...  ...  ...  per  dozen 


Plaster  of  Paris. 


3 

18/- 

15/- 

7/6 

8/6 

9/6 

3 

6/- 

6/6 

6/9 

6 

4/3 

5/6 


' ' ♦ ^erm)t  SE&\  ' 
Raster  of  paR>s  * 


‘ 


^andageI 

• °«  n„e  UusHKL  • 

. A * Patent  wat£* 

V : i lA'"  PROOF  PACKgs^ 

> Ar>.PS  CQQQINAUCLlMAjf',' 


il 

y 


ir  * e£S0N  gerhard^  *•  k 

yV-^r.HflM  AMO  OtOOf  J • ^ 

* «*>  <■  y .♦  # 


Economical  and  Effective  ! 
Air  and  Waterproof! 

Keeps  good  in  all  Climates. 
Method  of  Packing  Patented. 


74  74A 

Width,  inches  2 24 

74  The  “Hermit  Seal,”  5 yards  long  ...  Per  dozen  3/-  3/3 

74A  The  “Silicoid”  Improved  ,,  ....  ...  ,,  4/-  4/6 

A Compound  of  Silicate  and  Plaster  of  Paris.  No  loose  plaster.  Clean  in  use. 


5h 


6 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


BANDAGES,  Plaster  of  Paris,  Continued. 


77  78  76 

77  “The  COMPACTUM  With  loose  Plaster  of  Paris  for  finishing. 

5 yards  long  inches  2 2^  3 

Muslin  ...  ...  ...  ...  ...  per  dozen  4/-  4/6  5/- 

Check  Crinoline  ...  ...  ...  ...  ,,  4/3  4/9  5/6 


76  “The  OLDBURY.”  no  loose  plasters  clean  in  usei 

inches  2 2^ 

5 yards  long  ...  ...  ...  ...  per  dozen  5/-  5/9 

The  above  are  packed  in  Waterproof  Paper,  and  enclosed  in  Air-tight  Cardboard  Cases 


3 

6/6 


78  In  CUTTER  Tins.  Hermetically  Sealed. 

On  Fine  Muslin 
On  Check  Crinoline... 


inches  2 t.\ 

per  dozen  4/-  4/6 

» 4/3  4/9 


Veterinary. 

54/1  Linen,  5 inch 
„ /3  Flannel,  4 „ 

>>  / 4 >>  5 >>  • • • • • • 

,,  /5  Cotton  5 ,,  (Newmarket  pattern) 

Materials  for  Bandages. 


20 

Calico, 

White 

Width. 

Inches 

36 

Per 

yard. 

5d- 

21 

99 

33  * * • 

39 

5*d- 

22 

99 

Grey 

35 

3id- 

23 

99 

33  * * * 

36 

5d- 

25 

Open 

Wove  Grey 

40 

4id- 

26 

35 

3 3 3 3 • ‘ * 

40 

4d. 

27 

3 3 

3 3 3 3 

40 

3^d- 

29 

33 

„ White  ... 

40 

5d- 

30 

33 

3 3 3 3 * * * 

40 

4id- 

31 

33 

3 3 3 3 * * • 

40 

4d. 

33 

Domette  ... 

3i 

6*d. 

34 

Flannel,  Blue 

27 

iod. 

35 

33 

White 

27 

1/- 

Flannel. 

195  Bavarian,  for  Splint-Padding,  &c.,  26-inch 

196  „ „ 23-inch 


set  oP  4 

33 
3 9 
33 


44 

Flannelette,  White  ... 

Width. 

Inches. 

28 

46 

3 3 3 3 * * ‘ 

29 

47 

3 3 3 3 

29 

45 

,,  Cream  ... 

28 

,,  Scarlet  ... 

36 

36 

Heavy  Gauze,  “Butter 

Cloth” 

43 

37 

>>  _ j?  >>  ••• 

36 

38 

Muslm  Stiffened 

28 

39 

3 3 3 3 

39 

43 

3 3 3 3 

36 

42 

3 3 3 3 

31 

41 

3 3 3 3 

31 

wide 

• • • • • • 

per  yard 

9 7 


3 

5/- 

5/6 


2/- 

2/6 

3/- 

3/- 


Per 

yard. 

4d. 

64d. 

7id- 

4d. 

6d. 

2£d. 

2d. 

3id- 

6d. 

3d- 

4d. 

4id- 


33 


33 


7id- 

6d. 


SURGICAL  DRESSINGS. 
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COTTON  WOOL. 


Slide  Box. 


Cartons. 


Absorbent. 


Plain. 

No. 

120 

121  122 

123 

124 

Hand  or  Machine  Rolled 

per  lb. 

2/- 

1/4  1/- 

iod. 

gd. 

127 

Tissued,  in  Thin  Sheets 

• • • 

• • • 

per  lb. 

1 id. 

129 

,,  in  Thick  Sheets 

... 

... 

... 

> > 

8£d. 

Non-Absorbent.  Bleached. 

No.  141 

142 

H3 

Hand  or  Machine  Rolled 

... 

... 

per  lb.  1/2 

1/- 

9^d. 

144 

Interleaved  with  tissue  paper  ... 

... 

per  lb. 

iod. 

Unbleached,  Jewellers,  &c. 

No.  150  151 

152 

153 

Grey 

per 

lb.  1 id.  8-^d. 

7*d. 

64-d. 

160 

Jewellers.  In  Sheets,  18x12.  White 

... 

... 

per  lb. 

2/- 

161 

Pink 

• • • 

. . . 

11 

3/6 

162 

Lambs  ... 

... 

. • • 

? i 

i/9 

— 

Animal  ... 

... 

i i 

3/9 

i63 

Pine 

. . • 

i i 

1/6 

164 

Pink 

• . • 

. . . 

11 

2/6 

ANTISEPTIC.  (In  One  Pound  Packets.) 


170 

Alembroth 

2%  ... 

per  lb.  1/3 

09 

Izal 

• • • 

per  lb. 

i/9 

171 

Benzoated 

» 2/6 

180 

Salicylic 

4% 

• . . 

1 1 

1/3 

172 

Boric 

45%  ••• 

,,  1/1 

181 

> 1 

5% 

. . • 

11 

i/4 

173 

Carbolized 

5%  ... 

» i/3 

182 

M 1 

0% 

• . • 

11 

i/9 

04 

Double  Cyani 

de  3%  ... 

» 1/6 

183 

Salufer 

• • . 

1 1 

1/8 

05 

Eucalyptus 

5%  ••• 

» l/6 

185 

Styptic 

. • • 

1 1 

1/10 

176 

Hydronapthol 

„ 2/6 

186 

Sublimate 

• • • 

1 1 

i/3 

07 

Iodized 

,,  2/6 

187 

Sub-Tart 

• • • 

11 

i/9 

178 

Iodoform 

10%  ... 

» 4/3 

188 

Tarred 

• • • 

1 1 

1/10 

Iodoform 

5%  ••• 

» 3/3 

189 

Thymol 

5% 

... 

11 

2/- 

lbs. 

1 

£ 

* 

OZS.  2 

I 

Any 

of  the  above  supplied  in 

Packets,  per  lb.  extra 

l,  net 

id. 

2d. 

4d. 

7d- 

11 

1 1 

Cartons  (as  illustrated)  ,, 

id. 

2d. 

56  • 

7d. 

iod. 

1 1 

11 

Slide  Boxes 

1 1 

— 

3d- 

6d. 

— 

— 

8 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY 


GAUZE  ( For  Illustrations  of  Packing  see  opposite  page). 


Antiseptic  and  Plain. 


PACKETS  C or  12  yaids, 
BOXES  60  or  120  yards. 


225 

Alembroth  ... 

doz.  yds. 

1/2 

226 

,,  Best 

5 5 

i/4 

227 

Boracic 

5 5 

1/2 

228 

,,  Best 

55 

1/4 

229 

Carbolized  Brown,  No.  1 

5 5 

1/4 

230 

» » j > j > 2 

l 

1/9 

Stiffened  for  Bandages,,  3 

1 ” 

232 

Carbolized  Bleached  ... 

5 5 

1 4 

233 

Creolin 

5 5 

3 1- 

234 

Double  Cyanide 

55 

1/2 

235 

,,  ,,  Best  ... 

5 5 

14 

236 

Eucalyptus,  ,, 

5 5 

1/8 

237 

Hydronapthol  ,, 

5 5 

2/- 

237A 

Iodoform,  5 °/0 

5 5 

i/9 

,,  ,,  Best  ... 

55 

2/- 

238 

„ io°/« 

55 

2/6 

239 

,,  ,,  Best  ... 

5 5 

2/9 

240 

» 20  °/0  „ 

55 

4/- 

241 

,,  Moist  ,, 

5 5 

4/6 

242 

Izal,  Best  ... 

5 5 

2/- 

243 

Salicylic 

5 5 

1/8 

244 

,,  Best 

5 5 

1/10 

245 

Sublimate,  White 

5 5 

1/2 

246 

,,  ,,  Best... 

5 5 

44 

247 

,,  Brown 

5 5 

i/3 

250 

Thymol,  White 

5 5 

2/3 

251 

,,  Brown 

5 5 

2/- 

253 

Traumatol  ... 

55 

7/6 

210 

White,  Absorbent  ... 

5 5 

1/1 

211 

,,  Best 

55 

1/2 

212 

,,  Heavy 

. . . 

213 

Grey 

. . . 

214 

Tiffany 

... 

doz.  boxes 

5 5 
55 
5 5 
5 5 

5 > 

5 5 
5 5 


5 5 


5 5 


5 5 
5 5 
5 5 


5 5 


5 5 
5 5 
5 5 


CUTTER 


BOXES 


TINS 


1 yd.  6 yd  12  yd. 


2/- 

9/3 

16/- 

doz.  tins 

2/3 

10/6 

18/- 

5 5 

2/- 

9 3 

16  - 

55 

2/3 

10  6 

18. 

5 5 

2/3  ! 

10/6 

18  - 

>5 

2/6 

12/6 

21/- 

5 • 

2/3 

10/6 

18  - 

* 5. 

4/- 

21  - 

36  - 

5 5 

2 - 

9/3 

16  - 

5 > 

2 3 

10/6 

18  - 

5 5 

2 6 

12  - 

22  - 

5 5 

2/10- 

15/- 

26/- 

5 5 

2/3 

12/- 

23/- 

5 5 

2/6 

13/- 

25/- 

5 5 

3/- 

i5/- 

28/- 

5 1 

3/3 

16/6 

32/- 

5 5 

4/9 

26/- 

50/- 

5 1 

5/3 

28/6 

56/- 

5 5 

2/9 

i5/- 

26/- 

2/3 

13 ;- 

21/- 

5 * 

2/6 

14  6 

24/- 

? 1 

2/- 

9/3 

16/- 

* 5 

2/3 

10/6 

18/ 

5 1 

2/3 

10/6 

18/- 

l 5 

3/- 

16/- 

3°/' 

55 

2/9 

i5/- 

26/- 

5 5 

8/- 

— 

— 

i'9 

8/- 

14/6 

5 5 

2/- 

9/- 

1 16/- 

doz.  yards 


55 
5 5 


C.  yd 
IO/- 

1 1/3 
io/- 
1 1/3 
ii  3 

14/6 

1 1/3 

22 /- 

10/- 
11  3 
12/9 

i5/9 

12/9 

i3/9 

i5/9 

i7/3 

26'9 

29/3 

i5/9 

i3/9 

i5/3 

10/- 

ii/3 
1 1/3 
16/9 
15/9 

■ 8/9 

9/9 

2 3 
1 - 

2/3 


GAUZE,  woven  Self-edge  (for  Plugging  Purposes). 

In  6 yard  Rolls  or  24  yard  Spools 


Width,  inches  % 


52 

Absorbent,  Plain,  6 

yard  Rolls 

per  doz.  1/6 

51 

>>  >>  24 

55 

Spools 

6 /- 

106 

Double  Cyanide,  6 

55 

Rolls 

,,  i/9 

55 

.>>  >>  24 

55 

Spools 

„ 7/- 

107 

Iodoform  6 

55 

Rolls 

„ 2/3 

55 

» > 24 

5 5 

Spools 

„ 9/- 

1 

1 2 

2 

2i 

3 

2/- 

2/3 

2/6 

2/9 

3/- 

8/- 

9/- 

10/- 

II/- 

12/- 

2/3 

2/9 

3/- 

3/6 

4/* 

9/- 

11/- 

12/- 

14/-  • 

16/- 

2/9 

3/6 

4/- 

5/- 

6/- 

11/- 

14/- 

16/- 

20/- 

24/- 

Compactum  Roller  Caddies , containing  Spools  of  assorted  sizes,  Cardboard,  3d.,  Tin , //-  each  extra 

Glass  Jars,  Screw  or  Patent  Capped,  6d.  each  extra. 


SURGICAL  DRESSINGS. 

GAUZE  (Showing  Style  of  Packing). 


■■3*8.8 


120  Yard  Box. 


— 

JJ'oublb  Cyanicte  Game.  [ 

12  Yard  Packet. 


6 Yard  Packet. 


6o  Yard  Box. 


Jtr1'  ANTISEPTIC 

i MHHGTUM  " mamli 


24  Yard  Spool. 


Screw-Capped  Jar 


i'MSip 


Compactoid  Roller  Caddy.  Open.  Cardboard  Box. 

For  Prices  see  opposite  page. 


Patent-Capped  Jar 


TO 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


LINT  (11b.  Packets.) 


No.  1 

2 3 4 

5 

6 

Absorbent,  Plain 

per  lb.  2/- 

1/10  1/8  1/6 

i/5 

i/4 

Antiseptic. 

300 

Alembroth 

2% 

per  lb. 

1/10 

301 

Boracic 

45% 

5 1 

i/3 

3°2 

,,  (Superior  Lint) 

45% 

> ? 

1/6 

303 

Carbolized 

5% 

5 5 

1/10 

304 

Eucalyptized 

5% 

? 5 

2/- 

305 

Double  Cyanide 

3% 

5 5 

2/2 

306 

Iodoform 

1 0 °/0 

5 5 

4/6 

307 

Izal 

...  . . . 

55 

2/3 

308 

Salicylic 

4%  ••• 

5 5 

2/- 

309 

Styptic  ... 

...  . . . 

5 5 

2/6 

310 

Sublimate 

0 

0 

H|tH 

55 

r/9 

311 

Thymol 

5% 

55 

2/6 

1 lb.  1 lb.  J lb. 

2 OZ. 

I OZ. 

Supplied  in  packets  per 

lb.  extra 

id.  3d. 

4d. 

7d. 

,,  ,,  cartons  ,, 

5 5 ... 

id.  2d.  5d. 

7d. 

iod. 

Compactoid  Roller  Caddies, 

Cardboard,  3d.  each ; or 

Decorated  Tin,  1/6  each  extra. 

PADS,  EYE  (combination  of  Cotton  Wool  and  Gauze). 


Si&M 


5976 


5976  Sanoid,  oval) 

5977  „ round 


5977 

per  gross,  2/6 

...  per  gross,  small,  2/-;  large  ,,  3/- 


//  stitched,  to  facilitate  handling,  pet  gross  extra,  6d. 


SURGICAL  DRESSINGS. 


1 1 


PADS  and  SPONGES.  “The  Lanetta." 

Combination  of  Absorbent  Gauze  and  Cotton' Wool. 


CUvc 

■N . , cprhaRD 

-JXSON  aPTRARP  " CERHA” 


320  Pads  or  “ Swabs,”  in  boxes  of  3 doz. 
455  Sponges  or  Tampons 


Size  4 x 1 in. 

...  per  gross  2/6 
Small. 

per  gross  3/- 

Tampons  and  Dressings. 

Vide  “ Duhrssen’s  Obstetric  Manual,”  translated  by 
Prof.  Taylor  and  Dr.  Edge. 

THE  CONTENTS  OF  TINS  ARE  AS  FOLLOWS: 

(Packed  in  Hermetically  sealed  tins.) 

No.  1 . — Four  pieces  of  5%  Iodoform  Gauge,  each 
5 yards  long  and  4 inches  wide,  1 oz. 
of  4%  Salicylic  Wool 

No.  2. — Twenty  grains  Iodoform,  1 inch  x 3 yards 
Iodoform  Ribbon  Gauze,  4 inches  x 3 
yards  ditto,  1 ounce  Salicylic  Wool  ...  ,,  ,,  1/6 

No.  3. — Twelve  Salicylic  Wool  Tampons,  each  the 

size  of  a walnut  ...  ...  ,,  ,,  1/- 


G x G in. 
4/- 

Medium. 

4/6 


G x 9 in. 
6/- 

Large. 

6/- 


per  tin  1/6 


_T>te  r I L iZEjLj 

ft  TIN  N3  3 ft 

FERINE  TAMPONS 

I FOR  USE  IN  m 

■Midwifery 


fuXSONCERRARD^° 

| lR°wnBuildincs  birmincha^- 

J^ORKS  OLDBURY- 


General  Operation  Set. 

Twelve  Absorbent  Swabs,  Iodoform  Gauze,  Waterproof  Sheeting,  36  x 27  in.  per  tin  2/3 
These  Dressings  are  Sterilized  at  a temperature  of  25o°F.  and  a pressure  of  15  lbs.  in  a Steam  Vacuum 
Antoclave,  thus  ensuring  a thoroughly  reliable  dressing,  free  from  germs  or  micro-organisms. 

BlBULES.  Ait  Economical  Substitute  for  Sponge. 

( 

327  Bibules,  Absorbent  Gauze,  in  layers,  sewn  as  illustrated. 


Oblong 


Sizes.  Inches. 

6x4 

8 x G 

10x8 

Per  doz. 

J/4 

!/9 

2/6 

Sizes.  Inches. 

6 

8 

12 

Per  doz. 

!/9 

2/3 

3/* 

Square 

The  above  can  be  made  any  size , and  charged  with  Antiseptics  to  order. 


PEAT  PREPARATIONS. 

331  Moss  ... 

332  ,,  Compressed  in  Sheets 
330  Wool  ... 

333  Earth  ... 


per  Sheet  gd. 


per  lb. 


per  cwt. 


1/6 

1/2 

2/6 

10/- 


12 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


PROTECTIVES. 


OllLED  PAPER.  . 

i 11111111111111111  nimmimi  miiiiiiu  imihiniiii  ■uiiiniiiiiiiiiin 


mat 


345 

Oiled  Paper,  in  Sheets,  20  x 30-in.,  in  Rolls  of  1 doz.  Sheets 

per  dozen  sheets 

1/- 

346 

Waxed  ,,  ,,  45  x 36-in. 

...  ... 

55 

55 

8d. 

343 

“Lignola,” 

...  18  inches  wide,  perforated,  per  yard 

5d- 

344 

n ...  ... 

...  18  , , , , 

plain 

55 

4d. 

341 

Protective  Gauze  Blue 

•••  J7  „ 

... 

5 5 

2/- 

9/- 

360 

Gutta  Percha  Tissue,  No.  1 9,  10, 

or  1 1 yards  to  lb. 

... 

per  lb. 

361 

> > >>  ,,  2 

> > 11 

5 5 

6/- 

370  Jaconette  Macintosh  Drab, 

42  inches  wide 

per  yard 

2/1 

371 

55  5 5 55  • • • 

42 

. . . 

55 

1/8 

372 

,,  ,,  ,,  Double  Proof 

42  >>  > , 

• . . 

55 

3/2 

374 

,,  ,,  Pink,  ... 

42  >>  »> 

. . . 

55 

2/3 

375 

5 5 5 5 5 5 • • • 

42  ,, 

. . . 

5 5 

2/2 

376 

55  5 5 55  • • • 

42  >>  ,, 

. . . 

5 5 

1/10 

377 

55  55  55 

42  11  >, 

. • . 

55 

1/8 

378 

,,  ,,  ,,  Double  Proof 

42  >>  >, 

. . . 

5 5 

3/3 

379 

,,  ,,  Yellow 

42  >>  >, 

5 5 

1/8 

400 

Oiled  Cambric 

4®  > > > > 

55 

1/8 

401 

,,  Cotton 

36  ,,  ,, 

... 

5 5 

rod. 

404 

,,  Lawn 

48  >,  ,, 

• • • 

55 

2/3 

4°9 

,,  Silk,  Green,  English 

45  >>  >> 

55 

4/- 

410 

,,  ,,  Brown,  French 

32  »)  ,, 

55 

i/4 

412 

,,  ,,  Green  ,,  ... 

33  >>  >> 

• • • 

55 

"1/6 

4J3 

,,  ,,  White  ,, 

33  >>  >> 

• . • 

55 

1/6 

4T4 

Lister’s  Oiled  Silk  Protective 

23  >>  >> 

• • • 

55 

2/6 

4 15 

Oiled  Silk  Gauze,  Green  or  Yellow 

33  >>  >> 

. • ■ 

5 5 

1/8 

418 

Prosenicon 

5°  >>  >> 

• . • 

55 

1/8 

419 

Mosetig  Battist 

36  „ ,, 

. . . 

55 

1/10 

420 

“ Billroth,”  a new  waterproof 

material,  can  be  boiled  and  sterilized 

33  >>  >> 

55 

1/6 

422 

Pluviusin  Protective  ... 

39  )>  >> 

... 

55 

1/6 

Spon 

446 

GIO  Pi  LINE  ( Prices  Net.) 
No.  1,  Thick 

per  yard 

15/6 

447 

,,  2,  Thin 

...  • • • 

. . • 

55 

13/6 

448 

,,  3,  Sponge  Felt 

...  * 1 » 

. . • 

55 

9/6 

Sponges,  Lanetta— (See  Pads). 


SURGICAL  DRESSINGS. 


*3 


Economical , Clean , and  Easy  to  unroll. 

Gutta  Perch  a Tissue.  width  about  ein.  12m. 


Best  quality,  in  12  yard  lengths 

... 

each  2/6 

4/6 

,,  ,,  m 24  ,,  ... 

...  ...  ... 

» 3/6 

6/6 

Oiled  Silk. 

French  Brown  or  Green,  in  5 yard  lengths 

. . ...  ... 

each  2/6 

4/6 

English  Green,  in  6 yard  lengths 

... 

» 4/- 

7/6 

Oiled  Silk  Protective. 

In  6 yard  lengths 

Patent  Tin  Conipactoid  Caddies , highly  finished  and  enamelled , each 
Other  Protectives  packed  as  above  to  order. 

each  4/6 

Is. 

8/- 

TOW  (Plain.) 

Nos.  1 

2 

3 

Jute, 

per  lb.  4d. 

3fd- 

3id- 

505  Flax 

...  ...  ... 

per  lb. 

9d. 

506  White,  Absorbent 

...  ...  ... 

5 5 

iod. 

507  Oakum 

... 

5 > 

6d. 

Antiseptic. 

515  Carbolized 

...  ...  ... 

per  lb. 

7d- 

516  ,,  (Calvert’s) 

...  ...  ... 

i/- 

517  Salicylic  ... 

....  •».  ... 

1/6 

518  Styptic 

...  ...  ... 

> > 

7d* 

519  Marine  Lint 

...  ...  ... 

>5 

J/‘ 

Waddings— (See  page  301.) 

WOOD  WOOL  PREPARATIONS. 


532  Wood  Wool 

53°  ,,  Wadding 

33 1 ,,  Tissue  . 


The  “Sanoid.” 

per  lb.  iod. 


i/- 

i/3 


Hartmann’s, 
per  lb.  iod. 

» i/5 

„ 1/8 


H 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


ACCOUCHEMENT  REQUISITES.  Prices  Net. 


flcCOUCHEMENT 
■5ET  7^ 


1 t arvtonw 


^acciiian'flnpji 


RuiRryiJEiill 


ggnti'Roisi 


6374 


5052  6373 

Accouchement  Set,  The  “Sanoid.” 

5052  No.  1 Set  contains  Mackintosh  Sheet,  60  in.X36  in.,  Three  Accouche- 
ment Sheets,  Vaccination  Pad,  Umbilical  Dressing,  Carbolized 
Petroleum  Jelly,  Obstetric  Binder,  Sponge,  Safety  Pins,  Boracic 
Powder,  Violet  Powder,  Fullers’  Earth,  and  1 dozen  each  Nos. 

1,  2,  and  3 “ Zyaper  ” Towels,  complete  in  box  ...  ...  each 

5°53  No.  2 Set  contains  Mackintosh  Sheet,  60  in.  x 36  in.,  Accouchement 
Sheet,  Vaccination  Pad,  Umbilical  Dressing,  Carbolized  Petro- 
leum Jelly,  Safety  Pins,  Sponge,  Violet  Powder,  Fullers’  Earth, 

Boracic  Powder,  and  1 dozen  each  Nos.  1 and  2 “Zyaper” 

Towels  ...  ...  ...  ...  j ? 


o o 


10  o 


SANITARY  TOWELS 

No.  123 

6374  “Zyaper,”  Patented,  in  1 dozen  packets  ...  per  gross  9/-  14/-  18/- 

The  chief  advantage  of  the  “ ZYAPER  ” is  that  the  material  is  placed  in  such  a 
manner  that  the  threads  run  on  the  cross  instead  of  longwise,  as  is  usual,  this  giving  the  Towel 
an  elasticity  which  is  of  untold  benefit  to  the  wearer.  In  addition  to  this,  the  Towel  is  well 
finished,  only  the  very  best  and  most  absorbent  materials  being  used  in  its  manufacture. 

The  following  from  the  Lady  Principal  of  a large  Ladies’  Seminary  is  one  of  the  many  testimonials  received: 

“ I am  most  highly  satisfied  with  the  comfort  and  sanitation  of  the  new  ZYAPER, 
as  supplied  me  by  Messrs.  Cuxson,  Gerrard  & Co.,  and  will  be  obliged  by  their  sending  me,  at 
their  earliest  convenience,  one  gross  packets  of  the  same  in  three  sizes  (12  gross  Towels).  I 
quite  think  they  must  supersede  all  others  at  present  in  use.” 

No.  12  3 

6373  “Fema,”  in  1 dozen  packets  ...  ...  •••  Per  gross  5/-  8/-  12/- 

This  is  a good  reliable  Towel,  comparing  favourably  with  other  Sanitary  Towels  on  the  market. 


ACCOUCHEMENT  SHEETS.  “The  Sanoid.” 

5°55  Absorbent  Wool  and  Gauze 
5059  ,,  Wood  Wool 

ACCOUCHEMENT  AND  CRIB  SHEETS,  WATERPROOF. 

— Single  proof 

— Double  ,,  ...  ...  ...  ••• 

Bound  and  Eyeletted  to  order. 


Size.  24x18  30x27 

...  per  doz.  8/-  14/- 

,,  10/6  18/- 


30  X 22 
1 8/- 
24 1' 


3 3 

4 0 


SURGICAL  DRESSINGS. 
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AMBULANCE  and  FIELD  REQUISITES -(Army  Regulation). 

As  supplied  to  His  Majesty’s  Government. 


ANTISEPTIC  CASE,  Tin  Lined,  with  Sliding.Lid.  Dimensions,  32x12x12. 

CONTENTS  ! 


50  Bandages,  Loose  Woven  Alembroth,  2^x6  yards. 

2 Tubes  Catgut,  in  Carbolic  Oil. 

3 ,,  Drainage  Tubing,  in  Aseptic  Solution. 

48  yards  Double  Cyanide  Gauze,  6 yard  packets. 

2 Housewives,  as  Figure  on  page  16. 

Price  complete 


6 yards  Pink  Jaconette. 

3 Tubes  Silk  Ligatures. 

2 lbs.  Wool  Boric,  in  2 oz.  packets. 

4 lbs.  ,,  Double  Cyanide,  in  2 oz.  packets. 
2 lbs.  ,,  Iodoform,  in  4 oz.  packets. 

£%  5 0 


FIRST  FIELD 
DRESSING. 


CIIX50N,  GEKRAR.D  & CO.,  OLDfeURr 


WAR  OFFICE,  MEDICAL  DIVISION. 


FIRST  FIELD  DR£&&lrtG. 

Tear  black  tlireaii  ia  centre  st  keg 
itificL  : Apply  ?Gt,  Woe!  Ltd ; 

Gaqw;  third,  W««f i'wtca  StfUfy 

wiib  Kaadpg*  «cd  raX  If 

pot  Pad  an  «se,  Ca%n  0 * rsS ueT  .satf 


Waterproof  Jaconette. 

Cotton  Wool,  Sal  Alembroth. 
Gauze 

» » »i 

Per  dozen 


contents': — 


Bandage,  Sal  Alembroth. 

2 Safety  Pins. 

"Khaki”  Bag,  with  directions. 


61- 


Special  quotation  for  quantities. 


i6 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


AMBULANCE  & FIELD  REQUISITES,  Cont’d.  /J  (Army  Regulation). 


SURGICAL  HAVERSACK. 

Dimensions,  1 3 x 5 x 9 J - Weight,  about  7 lbs.  Price  complete  £3  10  0 

Contents : 


\ 


4 Bandages,  loose  woven,  Sal  Alembroth,  6 Bandages, 
Triangular,  1 Bearer’s  Dressing'Case,  as  figure  below, 
6 yards  Double  Cyanide  Gauze,  1 Book  Specification 
Tallies,  2 oz.  Spirit  Ammon.  Aromat.,  1 Hypodermic 
Case,  containing  Syringe,  2 Platina  Needles,  in  glass 
tube,  2 Tubes  Cocaine  Tablets,  gr.  J,  2 Tubes  Morphia 
Tablets,  gr,  J,  and  Glass  Mortar,  1 Medicine  Cup  and 
Mortar  combined,  vulcanite,  with  2 Pestles. 


2 Tins  Plaster,  adhesive,  6 yards  1 inch  Tape,  1 Tin 
Plaster,  Isinglass,  Transparent,  12  yards  1 inch  Tape, 
1 Tube  Twisted  Silk,  in  Aseptic  Solution,  2 pairs  Arm 
Splints,  wire,  japanned,  with  tapes  and  buckles,  1 Tin 
containing  Candle  and  Waterproof  Wax  Vestas,  2 Screw 
Tourniquets,  2x2  oz.  Packets  Wool,  Boric,  2x2  oz. 
Packet  Wool,  Double  Cyanide. 


Water  Bottle  with  Felt  Cover,  Drinking  Cup,  and  Strap  for  above,  11/6. 


HOUSEWIFE.  Brown  Canvas. 

Contents  : — 1 Knot  Tape,  1 Pair  Scissors,  40  Common 
Pins,  6 Safety  Pins,  1 Pincushion,  Emery,  1 Tablet  Thread 
1 Vulcanite  Case,  containing  6 Sewing  Needles,  6 Sur- 
geon’s Needles,  nickel-plated.  Each  ..  4/6 


BEARER’S  DRESSING  CASE.  Brown  Canvas. 

Contents: — 1 Long  Bladed  Clasp  Knife,  1 pair  Dressing 
Forceps,  1 Pin  Cushion,  Emery,  40  Common  Pins,  6 Safety 
Pins,  1 Plated  Probe  and  Director,  1 pair  Strong  Scissors 
1 Plated  Spatula,  1 Tablet  Thread,  1 Vulcanite  Case,  con- 
taining 6 Sewing  Needles,  6 Surgeon’s  Needles,  Nickel- 
plated.  Each  ..  10/- 


*7 


Section  2. 

SURGICAL  INSTRUMENTS. 


AMPUTATION  and  OPERATION  CASES. 


1000 

iooo  Portable  Set,  consisting  of Amputation  Saw,  Amputation  Knife, 

Syme’s  Knife,  Bone  Forceps  with  aseptic  joint,  two  pairs  Spencer  Wells’ 

Artery  Forceps,  Petit’s  Screw  Tourniquet,  Needles  and  Silk — in  polished 
mahogany  case  ...  ...  ...  ...  each  £4  7 6 


1001 

iooi  Portable  Set,  mounted  in  chequered  ebony  handles  and  silver  ferrules, 
consisting  of: — Large  Saw,  Straight  Finger  Saw,  one  each  large  and  small 
Liston’s  Amputation  Knives,  Catlin,  Tenaculum,  Sliding  Artery  Forceps, 

Bone  Forceps,  spiral  Tourniquet,  Needles  and  Silk— in  mahogany  case  each  £3  10  0 


1 8 
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AMPUTATION  and  OPERATION  CASES.  Continued. 


1002 


1002  Field  Operation  Case,  mounted  in  chequered  ebony  handles  and 
silver  ferrules,  consisting  of: — Large  Saw,  Straight  Finger  Saw,  one  each 
large  and  small  Amputation  Knife,  Catlin,  three  Scalpels,  Tenaculum, 

Artery  Forceps,  Hey’s  Skull  Saw,  Skull  Forceps,  Trephine,  Trephine  Brush, 

Bullet  Forceps,  Elevator,  one  No.  8 German-Silver  Electro-plated  Catheter, 
one  No.  5 Elastic-gum  Catheter,  one  long  Electro-plated  Gun-shot  Probe, 
reel  of  Ligature  Silk,  Needles,  Bone  Forceps,  one  Screw  Tourniquet, 
and  three  field  Tourniquets — in  brass-bound  mahogany  case  each  £6  5 0 


If  with  aseptic  metal  handles,  nickel-plated 


each  £7  7 0 


1003 


Army  Regulation  Set,  consisting  of: — Large  Amputation  Saw,  small 
Saw  with  moveable  back,  one  each  6,  9,  and  11  inch  Amputation  Knives, 
Liston’s  Spring  Bone  Forceps,  Curved  Sharp  Bistoury,  Straight  Bistoury, 
Curved  Blunt  Bistoury,  Hernia  Bistoury,  three  Scalpels,  Tang  Scalpel, 
Tenaculum,  Aneurism  Needles,  Liston’s  Needle,  Trephine,  Trephine  Brush, 
Hernia  Director,  Elevator,  Liston’s  Artery  Forceps,  two  Dieffenbach  s 
Forceps,  Spring  Forceps,  Improved  Bullet  Forceps,  Gun-shot  Probe, 
Tracheotomy  Canula,  Hydrocele  Trocar,  Bladder  Trocar,  one  each 
No.  1,  4,  7,  9,  Elastic-gum  Catheters,  one  each  3,  5,  8,  Plated-metal 
Catheter,  Tourniquet,  Probang,  Silk,  Needles,  and  Thread— complete  in 
brass-bound  mahogany  case  ...  ...  •••  each 


£12  10 


0 


All  the  Instruments  with  aseptic  metal  handles , nickel-plated. 


Sets  made  to  order  in  either  brass-bound  mahogany,  or  aseptic  metal  cases. 
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1008  Clover’s  Inhaler,  with  Measure  and  Ether  Bottle,  in  case  complete,  each  £1  15  0 

ioog  ,,  ,,  fitted  with  Silk’s  Transparent  Celluloid  Face-piece, 

with  Measure  and  Ether  Bottle,  in  case  complete  ...  ,,  £2  2 0 


1010  Esmarc’s,  with  Chloroform  Mask,  Drop  Bottle  and  Tongue  Forceps, 
complete  in  leather  case  ... 


11  6 


1013 


1012  Junker’s,  with  metal  nickel-plated  Face-piece  and  Bellows  complete,  each  £110 

1013  Ormsby’s,  for  Ether 


17  6 
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AN/ESTHETIC  APPARATUS,  Continued. 
For  Chloroform. 


1019 


1015 


1019  Schimmelbusch’s  ...  ...  ...  ...  each 

1015  ,,  improved  pattern 


s.  d. 

4 6 
4 6 


1020 


1016 


1020  Improved  pattern,  collapsible 

1021  Esmarc’s  ... 

1017  Snow’s,  bronzed 

1018  ,,  nickelled 

1016  Skinner’s,  with  Cotton  Net 

Face  Pieces  for  Ether  Inhaler. 

Silk’s  transparent  celluloid,  with  air  pads  and  stopcock  ... 

Golding  Bird’s,  padded  rubber  edges,  with  Domette  cover  and  sponge 


each 


5 5 
55 
55 


3 6 
1 9 
10  6 
13  6 

5 6 


13  0 

13  o 
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AN/ESTHETIC  APPARATUS.  Continued. 


Chloroform  Drop  Bottles. 


1031 


1028 


1023  Bloxam’s,  in  leather  case 

1025  Esmarc’s 

1026  ,,  clear  glass 

1027  ,,  amber  ,, 

1028  Thomas’,  leather  covered,  14  drm. 

1029  5,  ,,  ,,  32  >j 

1031  Symons,  ,,  ,,  14  „ 

1032  ,,  ,,  ,,  32  ,, 


Oxide  Gas  and  Ether  Apparatus 

B2150  Nitrous  Oxide  Gas 
Apparatus,  Barth’s, 
with  3-way  patent 
valved  stopcock,  face 
piece  & gas  bag,  with 
tubing  and  union  to 
connect  gas  cylinders  each 


£ 

2 


s.  d. 

I5  0 


Ditto  ditto,  with  twin 
25  gallon  steel  cy- 
linders, fitted  with 
Barth’s  special 
valves  for  horizontal 
use,  complete  set  of 
connections,  double 
union,  stand  base, 
and  foot  pedal 

Dittoditto,  with  twin 
50  gallon  steel  cy- 
linders... 


each  626 


6 10  o 


(These  prices  are  exclusive  of  the  cost  of  gas, 
which  for  two  25  gallon  cylinders  is  5/6.) 


B2150 
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B2147 


B21$6  Hewitt’s  New  Nitrous  Oxide  and  Oxygen 
Apparatus,  with  new  regulating  and  mixing  stop- 
cock, with  facepiece,  double  gas  bag,  tubing  and 
connections  ...  ...  each  £3  16  6 

Leather  covered  case  to  hold  above  ,,  12  6 

The  above  with  three  25  gallon  steel  cylin- 
ders, two  for  Nitrous  Oxide,  and  one  for  Oxygen, 
fitted  with  Barth’s  special  valves  for  horizontal 
use,  complete  set  of  connections,  triple  union, 
stand  base,  and  two-pedal  foot  keys,  each  ^"8  15  o 

SDecial  Morocco  leather  covered 

X 

case  to  contain  above  ...  each  £7.  10  o 

(The  above  prices  do  not  include  cost  of  gas,  which  for 
the  two  NX)  Cylinders  is  5/6,  and  for  the  Cylinder 
marked  O is  8d.) 

This  Apparatus  can  be  had  with  triple  50 
or  100  gallon  cylinder,  at  an  extra  cost  of  15/-  and 
£2  o o respectively. 


B2146 


ANAESTHETIC  APPARATUS.  Continued. 


Oxide  Gas  and  Ether  Apparatus. 


B2147  Hewitt’s  Gas  and  Ether  Apparatus, 
with  improved  valved  gas  stopcock,  with 
facepiece,  gas  bag,  small  tap,  tubing  and 
union  to  connect  gas  cylinders,  improved 
Clover’s  ether  inhaler,  with  ether  bag  and 
mount  ...  ...  each  £5  10  o 

Ditto  ditto,  with  twin  25  gallon  steel 
cylinders,  fitted  with  Barth’s  special  valves 
for  horizontal  use,  complete  with  all  con- 
nections, double  union,  stand  base  and  foot 
pedal  ...  ...  each  £8  10  o 

Special  Morocco  Leather  Kit  Hand 
Bag,  to  contain  whole  of  above  apparatus, 

each  £7  10  o 

(The  above  prices  do  not  include  cost  of  gas, 
which  for  two  25  gallon  cylinders  is  5/6.) 

The  above  can  be  had  with  twin  50  or 
100  gallon  cylinders  at  an  extra  cost  of  16/6 
and  35/6  respectively  . 
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AN/CSTHETIC  APPARATUS.  Continued. 


New  Combination  Stopcock. 


B2144  B2145 


B2144  Has  two  movements,  that  is  to  say,  when  the  handle  is  placed  in  the 
position  marked  A,  communication  with  the  Gas  Bag  is  shut  off  and  air 
is  admitted.  When  the  handle  is  placed  in  position  marked  B,  the 

communication  with  the  Gas  Bag  is  opened,  and  the  gas  is  inhaled 

through  the  inspiratory  valve,  and  exhaled  through  an  expiratory  valve 
ditto  ditto  Nickel  Plated 

B2145  Has  three  movements,  that  is  to  say,  beside  the  position  A and  B cor- 
responding to  the  positions  A and  B described  above  marked  “Air’ 
and  “ Valves,”  the  handle  may  be  moved  to  position  “ C,”  marked 
“No  Valves.”  When  the  handle  is  in  this  position  the  valves  are  thrown 
out  of  action,  and  the  gas  may  be  breathed  and  re-breathed  into  the  bag 
ditto  ditto  Nickel  Plated 

(The  above  can  he  fitted  with  Barth's  Improved  Hair  Spring  Valves  fior  2j-  extra. 
They  are  adaptable  to  any  form  of  facepiece,  but  the  description  of 
facepiece  usually  sold  with  them  is  made  with  the  combination  of 
leather  and  India  rubber  in  the  form  of  above  drawing. 

The  Special  Facepiece  without  valves  (3  sizes) 


each 

5? 


0 18 

1 o 


55 


) > 


1 1 

1 2 


>> 


o 10 


6 

o 


o 

6 


6 


1034  1033 

1033  Dieulafoy’s  aseptic,  metal,  nickel  plated,  with  canulas  and  trocar, 

complete  in  case  each  1 10  o 

1034  ,,  with  4 canulas  ...  ...  ,,  ,,  „ 1 10  o 
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ASPIRATORS,  Continued. 


1036  1035 

£ d- 


1035 

Minature,  with  three  Trocars  and  Canula,  complete  in  case  ... 

each 

10 

6 

1036 

,,  ,,  two  Canulas,  8 grammes  ,,  ,, 

H 

0 

1037 

,,  ,,  six  Canulas,  20  grammes  ,,  ,, 

5? 

1 1 

0 

1038  American  pattern,  with  one  Trocar,  Canula,  ^Stopcock,  and  two 
needles,  complete  in  case  ... 

1039  Potain’s  English  pattern,  three  Canulas,  one  double  Trocar  with  Stop- 
cock, complete  in  case 

1040  Potain’s,  with  two  Trocars  and  Canulas,  two  blunt  1:  ilots,  tlnee 
Needles  and  Stopcocks,  complete  in  aseptic  metal  case 


each 

0 

1 10 

0 

> > 

2 12 

6 

SURGICAL  INSTRUMENTS. 


25 


ASPIRATORS,  Continued. 


1042 

1042  Dieulafoy’s  Rack  Piston,  with  three  Trocars  and  Canulas,  and  four  £ s.  d. 

Needles,*  complete  in  case  ...  ...  ...  each  600 

1042A  Wood’s,  with  two  Needles  and  Bottle,  complete  in  mahogany  case  ...  ,,  1 10  o 


1043 


1043  Dieulafoy’s,  with  three  Trocars  and  Canulas,  and  two  needles, 

in  aseptic  metal  case  ...  ...  ...  ...  each  3 13  o 

1045  Hodder’s  Aspirating  Needle,  with  guarded  points,  in  3 sizes  ...  ,,  7 6 


2 6 
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BAGS— Obstetric. 


1052  1048 

1048  Obstetric  Set,  in  Leather  Roll,  consisting  of  Midwifery  Forceps, 

Denman’s  Perforator,  Blunt  Hook  and  Crotchet,  Vectis,  Fraenum 

Scissors,  and  Female  Catheter  ...  ...  ...  ...  each  2 5 

ditto  ditto  in  Mahogany  Case  ...  ...  ,,  2 7 


1052  Leather  Bag,  brown  or  black  cowhide,  with  fittings,  5 bottles  in 
nickel  polished  metal  cases,  made  to  keep  open 

1050  Ditto  ditto  without  bottles 

Stoppered  Bottles  in  nickel-plated  metal  cases  ...  extra 


5 5 


) 5 


i 6 

N 

O 18 
O I 


Leather  Bag,  containing  Anderson’s  Forceps,  with  metal  handles,  Den- 
man’s Perforator,  Blunt  Hook  and  Crotchet,  Fraenum  Scissors,  Cellu- 
loid Female  Catheter,  3 Stoppered  Bottles  in  nickel  plated  metal  cases, 

Enema  Syringe,  and  Chloroform  Drop  Bottle,  complete  ...  ...  ,,  3 3 


Leather  Bag  for  Bicycle,  containing  Anderson’s  Forceps,  with  metal 
handles,  Denman’s  Perforator,  Blunt  Hook  and  Crotchet,  Celluloid 
Female  Catheter,  Fraenum  Scissors,  Chloroform  Drop  Bottle,  Chloro- 
form Mask,  3 Stoppered  Bottles  in  nickel  plated  metal  cases,  and 
Enema  Syringe,  complete  ...  . . •••  •••  >>  3 10 


Bags  of  every  description  made  and  fitted  to  order. 

Antiseptics  of  every  description  to  carry  in  Midwifery  Bags,  to  order. 
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BATTERIES. 


1057  1058 


1057  Constant  Current  Battery,  with  current  collector,  current  re  terser, 
cords,  handles,  and  four  various  electrodes,  in  solid  oak  case. 

4 10  o 

5 10  o 
612  o 


18  cells,  4|-xgixn  inches,  weight  16  lbs.  ...  ...  each 

24  „ 7 x 1 1 x 1 1 ,,  ,,  21  ,, 

S2  ,,  7 xnixn  ,,  ,,  20  ,,  ...  ...  ,, 


1058  Physician’s  Combined  Battery,  with  current  collector,  current  reverser, 
coil  No.  6a,  and  large  dry  cell,  cords,  handles,  and  five  various  elec- 
trodes, in  solid  oak  case. 

18  cells 
24  „ 

32  „ 


Fitted  with  Galvanometer  as  shewn  in  illustration , 30 j-  extra . 


Parts  for  Constant  Current  Batteries — 

Dry  Cells,  No.  4 E.  C.  C.  for  C.  C.  Battery  ... 

No.  3 E.  C.  C.  for  working  induction  coils 
Wet  ,,  No.  4 Leclanchfe  for  C.  C.  Battery 
No.  3 for  working  induction  coils... 


6 10  o 

7 10  o 

8 12  o 


026 
030 
o 1 6 

020 


“ Salectron  ” for  re-charging  1 lb.  tins 


0010 
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BATTERIES,  Continued. 


1059 


1059  Stohrer’s  Hospital  20-Cell,  for  sulphuric  acid  solution,  fitted  with 
travelling  bridge  connections,  by  which  the  number  of  cells  necessary 
to  use  may  be  regulated,  with  pole  reverser,  complete  ... 


lifpgipg! 


1081 


1062 


1061  Dry  Constant  Current,  made  in  4 sizes,  in  solid  walnut  box,  French 

nolished,  with  lock  and  key  ...  ...  •••  10-Cell 

Ditto  ditto  ditto  ...  20-Cell 

Ditto  ditto  ditto  ...  30-Cell 

Ditto  ditto  ditto  ...  40-Cell 

1062  Dry,  constant  current,  in  oak  case,  with  3 electrodes,  handles  and  cords 

12-Cell,  5 x 5 x6|inch  ... 

18  ,,  5 x gix6i  ,, 

24  „ 7|xio  x6£  ,, 


each 


3 10  o 
600 
800 
10  o o 


each 


1 15 

2 12 

3 5 


o 

o 


The  strength  of  the  current  can  be  regulated  without  giving  shocks  to  the  patients,  by 
increasing  or  diminishing  the  number  of  cells  (two  at  a time),  by  means  of  the  forked  cord  A and  B. 
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BATTERIES,  Continued. 


1065  Dry  Cell,  Faradic,  with  Primary 
and  Secondary  Currents,  which 
may  be  used  either  together,  or 
separately,  with  handles  and 

cords  complete  ...  ...  each  £-$  5 

Primary  and  Secondary  Regula- 
tion, with  bottle  of  solution, 
handles  and  cords  complete  ...  ,,  £1  9 


1067  1070 

1067  “ Spamer,”  Coil  and  Battery,  in  polished  mahogany  box,  set  of  £ s.  d. 

electrodes,  handles,  and  cords  in  drawer,  for  bichromate  solution  ...  each  1 1 o 

1069  “ Spamer  ” 1 -Cell,  with  patent  stop,  and  set  of  electrodes,  handles, 

and  cords,  complete  in  polished  walnut  box  ...  ...  ...  „ 1 10  o 

1070  “Spamer”  2-Cell,  with  set  of  electrodes,  handles,  and  cords 

complete,  in  polished  walnut  box...  ...  ...  ...  2100 


3° 
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BATTERIES,  Continued. 


1077  1078  1080 


1077 

1078 

1079 

1080 

1081 

1082 


Coil  and  Boule,  mounted  on  polished  walnut  stand,  with  handles  and 
cords  complete  ...  ...  •••  •••  •••  each 

Leclanche  Batteries,  quart  size  8 x 3-|x 3^  in.,  complete  ...  ...  ,, 

ditto  pint  size  7 x 3I x 3I  in — ...  ...  ,, 

Bichromate  Batteries,  half  pint  size  ...  •••  •••  ,, 

,,  ,,  pint  ,,  •••  •••  •••  ,, 

,,  ,,  quart  ,,  •••  •••  •••  >> 


1 1 

o 2 

On  I 

O 3 
O 5 
o 7 


o 

o 

6 

6 

o 

6 


1086  1087 

1086  Magneto  Machine,  with  handles  and  cords  complete,  in  polished  pine  box  each 

1087  ,,  ,,  ,,  ,,  in  polished  mahogany  box  ,, 
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1071  1063 


1063  Portable  Leclanche  Battery,  coil  with  two  cells,  in  wooden  box,  cords 
and  handles 

1071  Induction  or  Faradic  Coil,  on  polished  walnut  base,  with  nickel-plated 
handles  and  silk  cords... 


each  o 14  o 

each  o 14  o 


152527 


B2527  Cautery  Battery,  in  solid 
oak  case,  with  rheostat 
and  cords,  complete, 

4-Cell,  7 x gix  13  inch, 

weight  24  lbs.  ...  each  5 15  o 

6-Cell  ...  ...  ,,  800 

Each  cell  gives  a current  of  25  amperes. 

This  Battery  is  suitable  for  all  Electric  Lighting  and  Cautery 
purposes.  An  important  feature  is  the  addition  of  a 
rheostat,  by  means  of  which  a certain  amount  of 
resistance  is  introduced  into  the  circuit,  and  can  be 
gradually  reduced  to  the  required  point  suitable  for 
the  cautery  points  and  lighting  apparatus.  The  rack 
action  allows  of  the  plates  being  raised  out  of  the 
solution  when  not  in  use. 

Boecker’s  Cautery  Battery,  with 
handle  and  cautery  points, 
complete  ...  2-Cell  each  700 

4-Cell  ,,  12  o o 
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BATTERIES  and  GALVANIC  APPARATUS,  Continued. 

Electrodes 


B2954 


B2953 


B2954  Foot  Plate  Electrodes,  with  cord  to  connect  to  battery  (used  dry) 
B2953  Flexible  Electrodes,  covered  with  leather — 


each 


I 

square 

inch 

each 

I/- 

6 square  inches 

...  55 

2 

2 

3 3 

inches 

...  93 

1/8 

8 ,,  ,, 

...  99 

2 

3 

33 

33 

...  9 5 

1/6 

55  55 

...  99 

3 

4 

3 3 

3 3 

...  n 

2/- 

12  ,,  ,, 

...  99 

3 

^ . 

. - 

. 

■ 'vH 

■8— 

p ik iS c~ "C - -i ~Y~ 

B2950  Bath  Electrode, 

aluminium, 

covered  with  flannel,  with 
terminal  to  connect  to 
Battery — 

10  in.  x 6|  in.  ...  each  5 


B2950 

Flexible  Pillow  Electrodes,  with  flannel  cover  and  terminal  — 

70  square  inches 

I OO  j ) 55  •••  •••  •••  •••  ••• 

140  ,,  ,, 

Electrode  for  Larynx,  with  olive-shaped  end,  stem  insulated  with  gutta-percha 
Electrodes  for  Ear,  with  terminal 

,,  ,,  Eye,  ,, 

,,  ,,  Spine,  ,,  ...  ... 

,,  ,,  Perineum,  ,, 

Bracelets  for  fixing  Electrodes  to  the  arm  and  wrist 


each 

1 1 

33 

13 

! 3 

16 

33 

2 

33 

7 

33 

10 

3 3 

5 

33 

12 

33 

5 
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BATTERIES  AND  CAUTERY  APPARATUS. 


B2688 


B2529 


Cautery  Instruments,  for  throat,  &c.,  Schech’s,  consisting  of  five  £ 5.  d. 

curved  tubes  for  wires,  and  twelve  various  platinum  burners,  with  two 

handles,  in  case  complete  ...  ...  •••  ...  each  4 10  o 


Schech’s  Universal 

Cautery  Handle  ...  each  170 


B2529A  Schech’s  Simple  form, 
with  interrupter 


B2955 


B2955  Mouth  Lamp, with 
mirror  and  resis- 
tance in  handle  ...  each 
Spare  Lamps  ...  ,, 

B2699  Mouth  Lamp, 
light  and  portable, 
with  switch  on 
handle  ...  each 


10  o 
3 o 


7 6 


B2699 


State  voltage  required  when  ordering. 
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BATTERIES  and  CAUTERY  APPARATUS,  Continued. 

Electrolysis. 


B2705 


B2705  Electrolysis  Needles,  with  serrefine  holders,  for  use  with  constant 
current  batteries  ...  ...  per  set  of  2,  6/6  ; 4,  1 1/6  ; 6, 


s. 


1 Steel  Needle,  with  terminal.  ...  each  1 

2 Platinum  ,,  ,,  ...  ,,  2 

3 Gold  , , , , ...  , , 3 

4 Needle  Holder  for  the  reception  of 

various  needles,  with  interrupter  ,,  4 

5 Lens,  as  shown  in  Fig.  4,  for  magni- 

fying the  hairs  ; it  can  easily  be 
attached  to  Needle  Holders  Nos. 

4 or  6 ...  ...  ...  ,,  6 

6 Needle  Holder,  without  interrupter  .,  4 

7 Forceps  for  Epilation  ...  ,,  2 

8 25  Steel  Needles,  No.  12  ...  all  o 

g Dr.  Lewis  Jones’  Multiple  Bipolar 

Needle  Holder  for  the  treatment 

of  naevi  ...  ...  . each  16 


B2952  Battery  for  Electrolysis — 
consisting  of  six  No.  3 Sack- 
Cells,  in  strong  varnished 
pine  case,  with  strap  for 
carrying,  and  cell-selecting 
switch,  enabling  the  current 
to  be  increased  by  the  addi- 
tion of  one  cell  at  a time,  or 
correspondingly  decreased. 

Size:  7£x  5f  x6£  high  ...  each 

Including  a 1 -lb.  tin  of  “ Salectron 
to  charge  the  cells. 


132952 
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BATTERIES  and  CAUTERY  APPARATUS,  Continued. 


B2709  Leiter’s  Cystoscope  ... 

Spare  tube  for  posterior  wall 
Spare  lamps 

Dummy  Bladder  for  practising  with  Cystoscope 


...  each  net 

. . . 5 5 

• • >> 

• m*  55 


£ s- 

4 i5 

2 15 
3 

1 o 


d. 

o 

o 

o 

o 


This  instrument  is  universally  recognised  as  the  most  useful  and  reliable,  it  consists  of  a tube  bent  at  the  end, 
into  which  part  of  the  instrument  the  lamp  is  placed,  specially  protected  by  a thick  window  of  rock  crystal. 
To  exchange  a lamp,  the  bent  part  is  unscrewed  Scre.w  B opens  and  closes  the  circuit,  and  a knob 
indicates  the  part  of  the  bladder  towards  which  the  prism  is  directed.  By  aid  of  the  telescope  a surface 
of  three  to  four  inches  diameter  can  be  seen  at  once.  The  apparatus  is  provided  at  the  concavity  of  the 
elbow  with  a prism.  This  form  is  mostly  used,  as  with  its  aid  more  than  three  quarters  of  the  bladder 
can  be  examined.  With  it,  however,  the  posterior  wall  cannot  be  discerned,  and  a second  instrument 
is  required  for  this  purpose,  the  opening  of  which  is  on  the  convexity  of  the  elbow.  A simple  glass 
window  here  takes  the  place  of  the  prism,  through  which  the  direct  observation  of  the  posterior  wall 
and  base  of  the  bladder  becomes  possible. 

The  telescope  can  be  easily  taken  out  and  replaced,  so  that  one  telescope  serves  for  two  instruments. 


BLOW-PIPES. 

1109  German  Silver,  nickel  plated 


BLUNT  HOOKS.-Midwifery. 


1117 

1 1 13  Blunt  Hook  and  Crotchet,  nickel-plated,  aseptic 

1114  Blunt  Hook,  cross  handle  ,,  ,, 

1 1 15  ,,  ,,  ebony  handle  ,, 

hi6  ,,  ,,  ,,  aseptic 

' 1 1 1 7 Crotchet,  cross  handle  ,,  ,, 

2006  Traction  Hook,  Stephenson’s  ,,  ,, 


each  gd. 


1114 


each  s o 

» 6 6 

» 56 

>,  6 6 

t»  7 0 

>,  46 
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BOUGIES. 


Cylindrical 

Conical. 

— — — =01 

— . — - -■  — - - - - - — — -Bp  ml 

Olive,  or  a boule. 


Gum  Elastic. 

Cylindrical  double  web 

,,  single  ,, 

Conical  double  ,, 

» single  ,, 

Olive  or  a boule,  double 
,,  single 


Brown. 

Black. 

Silk. 

Belpar  Linen 

4/6 

6/- 

16/- 

IO/- 

3/- 

5/- 

— 

— 

5/6 

7/‘ 

18/6 

10/9 

3/- 

5/6 

— 

— 

6/- 

7/6 

21/- 

1 1/9 

5/6 

6/6 

— 

— 

1135 


1136 

. . s.  d. 

1135  Conical  Bellied,  black  gum  elastic  ...  ...  ...  ...  each  2 3 

1136  Olivary  „ ,,  ,,  ...  ...  ...  ...  „ 2 , 


Filiform. 

N 

Brown. 

Black 

Silk. 

Whalebone. 

Cylindrical 

... 

per  doz.  7/- 

IO/- 

2Q  /- 

IO/- 

Conical 

“*  • • • n 

12/- 

22/- 

— 

Olive  or  a boule 

,,  — 

15/- 

26/- 

Hi- 

c c & c» 

1147 

TI47  Harrison’s  Whip  for  fine  Strictures 


each 


s. 

3 


d 

9 


Nasal. 


O o o o O O 

1152  Mackenzie’s  Oval,  6 sizes  ... 


Half  size. 
Full  size 


each  1 


o 
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BOUGIES,  Continued. 

CESOPH  A13EAL. 


Olivary. 

Brown 

Soft 

Silk 

Elastic  Gum. 

Black. 

Woven. 

Cylindrical,  Sizes  4 to  24 

...  ... 

per  doz.  20/- 

28/- 

32/' 

Conical  ,,  ,,  ,, 

...  ... 

„ 24/~ 

3°/- 

36/- 

Olivary 

... 

) 5 

34/- 

48/- 

1157  Vulcanite,  with  6 ivory  olives  of  various  sizes  to  screw  on  ...  per  set  10  o 

Rectum. 


Conical. 


1161  Elastic  Gum,  Olive  ...  ...  ...  ...  per  doz. 

1162  ,,  ,,  Conical 

1163  ,,  ,,  Cylindrical  ...  ...  ...  ... 


£ 5*  4 
170 

1 5 o 

18  o 


BRUSHES,  Throat. 


1 1 66 

1 167 

1 169 

1 170 


Straight,  with  Cedar  handles,  small 
»»  » » ,,  large 

Curved,  ,,  ,,  ,,  small 


99 


jjoDaic  large 


per  doz. 


1 4 
1 9 
1 6 


99 


2 O 
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BRUSHES,  Throat,  Continued. 


1175 

1176 

1177 

1178 


Curved  wooden  handles  ...  ...  ...  ...  per  doz. 

Spare  Brushes  for  above  ...  ...  ...  ...  ,. 

Curved  Wire  Stems,  silver-plated  ...  ...  ...  ,. 

,,  ,,  ,,  nickel-plated  ...  ...  ...  ,, 


1179  Curved,  vulcanite  handle,  with  3 brushes  and  sponge  to  screw  on  ...  each 

1180  Mackenzie’s,  3 curves,  with  metal  handles  and  German  silver  stems...  ,, 


BUTTONS,  PLATES,  &c.,  Anastomosis. 


1182 

1182  Murphy’s  Buttons, ^nickel-plated,  4 sizes 

,,  ,,  extra  large 

Cozens  Bailey’s  Tubes,  decalcified  bone,  3 sizes,  4,  f,  i|in.  diameter 
Littlewood’s  Decalcified  Plates  ... 


each 

y j 

per  doz. 
per  pair 


4 6 
3 0 
3 o 
2 6 


2 3 


10  6 

15  o 

18  o 
4 6 
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CANULAS. 


CATHETERS. 


1188 

1186  Set  of  twelve  silver  Catheters,  including  one  for  Prostate,  with  bottle 

for  oil,  complete  in  case  ...  ...  ...  ...  each 

1189  Set  of  twelve  silver-plated  Catheters,  including  one  for  Prostate,  with 

bottle  for  oil,  complete  in  case  ...  ...  ...  ,, 

1187  Set  of  twelve  nickel-plated  Catheters,  with  solid  ends  and  bottle  for 

oil,  complete  in  case  ...  ...  ...  ...  ,, 

1188  Set  of  six  nickel-plated  Catheters,  including  one  for  Prostate,  with 

bottle  for  oil,  complete  in  case  ...  ...  ...  ,, 

The  above  in  Aseptic  Metal  Cases,  nickel -plated,  7/6  extra. 


1190  Lister’s  silver-plated,  sizes  1 to  12  ...  ...  ...  each 

1 1 9 1 Fisher’s  Double  Channel,  silver-plated  ...  ...  ...  ,, 


s.  d. 

4 ° 


o o 

5 0 
10  o 

2 6 


2 6 

9 6 
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CATHETERS,  Continued. 


1197 


1192 

Double  Channel, 

Male,  silver-plated  3 

... 

1193 

55 

55 

Female  ,, 

... 

1197 

5 5 

55 

Brown  Gum  Elastic, 

cylindrical 

1196 

5 5 

5 5 

? J 55 

a Coudee 

1198  Double  Channel  Vulcanite,  with  stopcock  ...  •••  ...  each 

1199  Grooved  Vulcanite,  with  stopcock  ...  ...  ...  ,, 


1202  1204 


1202  Female,  Celluloid 
1204  ,,  Glass 

1207  ,,  Telescopic,  with  stopcock 

1208  Male  and  Female  combined,  plated 
J209  Sim’s  Sigmoid,  Silver  ... 


5 5 

each 


s.  d. 
6 o 

5 3 
4 6 
5 6 


5 o 
3 6 


10  6 

4 0 

3 6 

4 6 

5 0 
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CATHETERS,  Continued. 


Brown. 

Black. 

Silk.  Belpar  Linen 

Cylindrical,  Single  Web, 

... 

per  doz. 

3/6 

6/6 

— 

— 

,,  Double  ,, 

... 

? 5 

5/- 

7/6 

l7l- 

10/- 

Conical,  Single  ,, 

> ? 

3/9 

7/- 

— 

— 

,,  Double  ,, 

> 5 

5/6 

8/- 

18/6 

11/- 

Olive,  or  a Boule,  Single  Web 

n 

5/- 

8/- 

— 

— 

,,  ,,  Double  ,, 

. . . 

yy 

6/9 

9/6 

21/- 

12/- 

Bi-Coudee,  Single  Web 

yy 

12/6 

!7/- 

— 

— 

„ Double  ,, 

yy 

r5/- 

18/- 

31/6 

23/- 

\ 

A Coudee,  Single  ,,  ... 

7/6 

11/- 

— 

— 

,,  Double  ,, 

y y 

10/- 

12/6 

27/6 

18/6 

,,  Extra  long 

... 

y y 

— 

18/- 

— 

— 

Silver,  Hall-marked — 

Nos.  123 

4 

5 6 

7 

8 9 

10  11 

12 

Each  ...  4/9  4/9  5/6 

5/6 

6/3  , 7/- 

7/6 

8/-  8/6 

9/-  10/- 

10/6 

1224  Soft  Red  Rubber 

. . . 

• • • 

• • • 

...  per  doz. 

k-H 

O 

O 

1227  ,,  ,,  Retentive,  Dowse’s... 

• • • 

• . • 

each 

2 6 

Holt’s  Retentive 


3 o 
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CATHETERS,  Continued. 


1233  Celluloid,  embedded  web,  a Boule 

1234  ,,  cylindrical 


per  doz.  120 

» l8  O 


1242  Prostatic,  Belpar  Linen,  a Coudee 

1243  Metal  plated,  cylindrical 

1244  >>  Elastic  Gum  ,, 


1246  Aspiration,  consisting  of  Soft  India  Rubber 
Catheter,  fitted  to  glass  tube,  with  vulcanite 
mounts 


1246 


CATHETERS,  Eustachian. 


1265 


1264  Kramer’s,  nickel  plated,  5 sizes  ... 

1266  Purve’s  ,,  ,, 

1265  Pilcher’s,  double  curved,  nickel  plated,  5 sizes 


each 


55 
5 J 


each 


each 


5 * 
5 5 


1 6 

4 0 

1 2 


2 6 


2 6 

2 6 

2 6 
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CATHETERS,  Evacuation 


1268 


1267 

Straight,  plated,  assorted  sizes 

1268 

Pilots  for  above  ,, 

1 5 

1269 

Curved,  plated  ,, 

5 5 

1270 

Pilots  for  above  ,, 

5? 

For  Washing  Out  the  Bladder. 


1271  Buckston  Browne’s  Conical  Double- way  Tube,  to  fit  Catheter  and 

Higginson’s  Syringe 

1272  Buckston  Browne's,  complete  with  Higginson’s  Syringe,  or  fitted 

with  Funnel  and  Tubing  ... 


For  Washing  Out  the  Uterus. 


1274  Bozemann’s,  plated,  3 sizes 


1275  Bozemann’s,  plated,  Aseptic,  3 sizes 


1280 

1276  Budin’s,  Celluloid  4 sizes 

1277  „ Glass  3 ,, 

1278  „ nickel-plated  3 „ 

1280  Straight  Intra  Uterine,  plated 


each 


each 


each 


each 


each 

5 ) 


s.  d. 

8 6 
3 6 

9 6 
5 0 


2 6 

5 6 


4 6 


6 6 


4 6 

1 4 
6 6 

2 9 
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CATHETER  and  BOUGIE  CASES. 


1251 


1251 

B2988 


Catheter  Jar,  i6in.X2in.,  with  enlarged  neck,  on  which  rests  a 
perforated  plate,  with  ground  in  stopper 
Japanned  Tin  Case,  with  tray  to  hold  2 dozen 

5)  11  5 1 11  4 11  "• 

O 

59  55  ??  ??  0 n • • • • • • 


each 


s.  d. 
5 6 
6 6 
8 o 
11  o 


1252 

1253 

1254 

1255 

1256 

1237 

1258 


Aluminium,  for  pocket,  with  receptacle  for  oil 
Papier  Mache 
Tin,  japanned 
Leather,  flat  shape 
,,  round  ,, 

Plain  Glass  Tubes,  i6in.  long,  with  rubber  stoppers,  large 

small 


each 

n 


2 3 

1 8 

0 10 

2 o 

1 9 

2 6 
1 o 


N 


CATHETER  HOLDER. 


1260 

1260  Black  India  Rubber  ...  ...  ...  •••  •••  Pei  doz.  ^ 0 


SURGICAL  INSTRUMENTS. 


45 


CAUSTIC  HOLDERS. 


1287 


1289 

1281  Aluminium  ...  ...  ...  ...  ...  each 

1282  Celluloid,  pink  or  white,  with  silver  quill,  4 inch  ...  ...  ,, 

1287  Metal  Plated,  with  electro-plated  silver  quill...  ...  ...  ,, 

1288  ,,  ,,  combined  with  Probe  ...  ...  ...  ,, 

1289  ,,  ,,  ,,  with  Trocar  and  Canula  ...  ...  ,, 


5. 

2 

2 

2 

3 
3 


1293 

1292  Vulcanite,  with  aluminium. quill  ...  ...  ...  ...  each 

1293  ,,  ,,  silver  ,,  4 inch  ...  ...  ...  ,, 

1294  5)  n j 3 »>  6 inch  ...  ...  ...  ,, 

I3°7  » „ gilt  „ ••• 


1296-7 

1296  Vulcanite,  4 inch  ...  ...  ...  ...  ...  doz. 

1297  ,,  6 inch  ...  ...  ...  ...  ...  ,, 

Ophthalmic. 

1302  Silver  ...  ...  ...  ...  ...  ...  each 


Uterine. 


I3°4 


I3°5 


1304 

Metal,  telescopic,  nickel-plated,  combined  with  sponge  holder 


Vulcanite,  revolving 


each 


each 


2 

1 

1 

2 


7 

10 

6 


3 


1 


8 


d. 


o 

o 

o 


6 

6 


6 


3 

6 

9 

6 


6 

o 


9 


9 


9 


6 


1306  Chiari’s  Porte  Caustic... 
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CAUSTIC  POINTS. 


1314 


1314  Mounted  in  black  wood  holder,  with  screw  top 


per  doz. 


1318  Toughened 


1318  No  4 

Nos.  4 

per  doz.  6/6 


5 

6/3 


1318  No.  6 

6 

5/3 


7 

5/3 


1313 


1313  Mounted  in  ebony  holder,  with  screw  top 


CAUTERIES. 


1320  Lachrymal,  ivory  or  metal  handle 


N/evi. 

1322  Wordsworth’s,  ivory  or  metal  handle 


Ovariotomy. 


s.  d. 
2 9 


per  doz.  8 6 


each  4 o 


5 0 
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CAUTERIES,  Ovariotomy,  Continued 


Apparatus  with  two  cauteries  and  double  bellows,  complete,  in  leather 

£ 

s. 

d. 

case... 

each 

2 

15 

0 

Separate  Points  for  Use  with  Thermo-Cautery. 

Conical  ...  ...  ...  ... 

each 

1 

2 

0 

Blunt  or  “Champignon” 

? 5 

1 

O 

0 

Curved,  broad  point  ... 

5 ? 

1 

2 

0 

,,  narrow  ,, 

J » 

18 

3 

Straight,  fine  ,,  ...  ...  ...  

* 5 

1 

O 

0 

,,  . extra  fine  point 

5 ? 

8 

6 

Curved, 

n 

1 1 

3 

Cutting  point,  straight,  broad 

5 > 

1 

2 

0 

,,  ,,  ,,  narrow 

? ? 

1 

0 

0 

Rectangular,  conical  point 

> 5 

1 

12 

0 

CEPHALOTRIBE. 

1327  Braxton  Hicks,  nickel  plated,  aseptic 

each 

2 

4 

0 

CHISELS,  Bone. 


1331 


1331  Straight,  with  fluted  handle,  aseptic 

1332  MacEwen’s  aseptic,  for  subcutaneous 

1333  „ Graduated  „ „ 

1334  Reeves’  Graduated,  all  metal,  aseptic 


5 o 
7 3 


Cleft  Palate. 


1335 

1 335  Ferguson’s,  with  aseptic  metal  handle  ...  ...  ...  each 


6 o 
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CHISELS,  Continued. 

Post  Mortem. 


1337 


1337  Ebony  handle 

1339  Steel,  cross  handle,  fixed  or  loose  ... 

1340  Rectangular,  steel  handle 


CLAMPS,  Bowel. 


rmiiiniiiiiiiim 


1342 


1343 


1342  Lane’s,  with  rubber  ring,  nickel-plated 

1343  Murphy’s,  nickel-plated 

1344  Allingham’s,  for  Inguinal  Colotomy 

1345  Makin’s,  three  sizes,  lengths  of  blades,  if,  2f,  2f-in, 
Renten ’s,  with  Collins’  aseptic  joints,  6^-in.  ... 


Broad  Ligament. 

€2 


1346 


1346  Doyen’s,  straight,  with  arched  spring  blades,  aseptic  joints 


1347  ,,  curved  „ 


1348  Possi’s,  curved  on  flat,  9^-in.,  aseptic  joint,  nickel-plated 

1349  Thornton’s  T shaped  ...  ...  6-in.,  each  7/6 


8£-in. 


each 


each 


s d 

4 3 
3 3 
3 6 


3 

6 


!5 

7 

15 


o 

6 

o 

o 

o 


10  o 

11  o 


each  10 
11 


vO  vO 
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CLAMPS,  Continued. 

Circumcision. 


1350 


1350  Sinclair’s  nickel-plated,  aseptic  ...  ...  ...  ...  each 

1351  Clover’s  Disc  Clamp  ...  ...  ...  ...  ...  ,, 


each 


each 


1352 

1352  Jarvis’,  to  prevent  bleeding  in  operations  on  Septum 

Pedicle. 


1 3 55  Koeberle’s  Serre-Noeud,  nickel-plated 

1356  Lawson  Tait’s  Rope  Ecraseur 


Pile. 


1359  Smith’s,  with  ivory  plates  and  screws 

,,  ,,  ,,  handles  at  right  angles  to  blades 

Sydney  Jones’,  parallel,  with  screw 

COMMEDONE  EXTRACTORS. 

Unna’s  Double-ended,  nickel-plated 
Wolff’s,  3 sizes,  nickel-plated 


each 


each 


£ *•  d. 
15  o 
10  o 


12  6 


17  6 

180 


16  6 
1 3 o 

120 


2 6 
4 3 


5° 
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CONDUCTING  RODS. 


1361 


1361  Graefe’s  for  Lint,  Metal,  Nickel-plated,  with  button 

1362  ,,  ,,  ,,  with  rifled  handle  ... 

1363  ,,  ,,  ,,  with  probe 


l 

each 


s. 

0 

1 

o 


d. 

7 

o 

7 


CORONETS. 

Skull. 


1364  Nickel-plated 


1364 


COTTON  HOLDERS. 


each  1 


o 


\ 


2 O 


CURETTES, 


1378 


1374  Politzer’s  set  of  two,  fitting  in  one  handle 

1375  Barker’s,  in  metal  handle 

1376  Sharp,  with  hook 

1377  Blunt, 

1378  ,,  with  Spud 


each 


8 o 

3 6 
2 o 
2 o 
1 6 


n 
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CURETTES,  Continued. 

Eye. 


«-©  =-@ 

1379 

1379  Meyhofer’s,  4 sizes,  in  ivory  handles 
1381  Hebra’s,  double  ,,  ,, 

Laryngeal. 


1381 


each 


l *•  d- 

3 4 
5 o 


1384 


1384  Bronner’s  Pharyngeal,  with  metal  handles,  nickel  plated... 

1385  Heryn’s  complete  set  of  Curettes  and  Knives,  with  metal  handles, 
nickel  plated 

Naso  Pharyngeal. 


each  076 
„ 1 17  6 


a.*-' 


1389 


1389  Delstanche’s,  with  guard  and  hooks,  3 sizes,  with  aseptic  metal  handles  each  15  o 


1390 


1390  Golding  Bird’s  Scraper,  2 sizes,  with  aseptic  metal  handles 


each 


1392 

1392  Gottstein’s,  4 sizes,  $,  f,  ft  aseptic,  nickel-plated 

1393  »»  ,,  ,,  with  curved  ends  ,, 

1394  Hartmann’s,  £ inch  wide 
1388  Bocker’s  ring,  3 sizes 


each 


5 > 
)} 


8 6 


6 6 
6 6 
6 6 
6 o 
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CURETTES,  Continued. 

Naso- Pharyngeal. 


1395 


1396 

J39 5 Lowenberg’s,  with  aseptic  metal  handle,  nickel  plated 

1396  Meyer’s  Ring 

1397  Dalby’s  Scraper,  to  fit  end  of  finger,  2 band  ,, 

Uterine. 


1400 


each 


yy 

yy 


s.  d. 

6 6 
6 6 
4 6 


1402 


1400  Gervis’,  with  small  and  large  ends,  nickel  plated  aseptic... 
1402  Recamier’s  Double  ended 


1401 


each 


1401  Improved  pattern,  fenestrated  blade,  three  sizes,  aseptic,  nickel-plated 

The  handle  is  serrated  as  shown,  indicating  the  position  of  curette 
when  in  use.  This  instrument  is  pronounced  by  leading 
Surgeons  to  be  simple  and  effective. 


each 


7 6 
6 o 


7 6 


1404 


1405 


1406 

1403  Thomas’s  blunt,  with  pliable  stem,  aseptic,  nickel-plated 

1404  Sim’s  sharp  ,,  ,,  ,, 

1405  Double  ,,  ,, 

1407  ,,  ,,  and  blunt  combined 

1406  Flushing,  with  blunt  edge 


> y 
y y 
yy 


yy 


CYSTOTOMES. 

1412  Graefe’s,  curved  right  or  left,  ivory  or  metal  handles 


each 


yy 

yy 

yy 

yy 


each 


5 

5 

6 
8 
7 


6 

o 

o 

o 

o 


o 
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CYRTOMETERS. 


DECAPITATORS 


1415  Lever’s,  aseptic  metal  handle,  nickel-plated 

1416  Ramsbotham’s  ,,  ,,  ,, 

DENTAL  MIRRORS. 


Ilh'  i V I:  l|ijP| 


1419 


J4X9  >>  >>  >> 

1420  ,,  ,,  ,, 

1421  ,,  oval  ivory  handle  (Ash’s) 

1422  Round,  with  ebony 

»>  >*  >>  aseptic 

,,  ebony 
,,  aseptic 
» folding 


1421 


1423 


and  screw  at  side 

and  screw  on  top  (Ash’s) 


1423  Oval, 
1426 


n 
j j 


each 


s.  d. 

7 0 


each 

n 


9 o 
9 o 


1426 


each 


3 

3 

6 

5 

2 

3 

2 

3 

4 


6 

9 

6 

6 

o 

o 

o 

o 

o 
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DILATORS, 

Cervix. 


1431  Peaslee’s,  set  complete,  aseptic,  nickel-plated 

1432  Palmer’s,  ,,  ,,  . 


1433 

1433  Hawkins- Ambler’s  Conical,  16  sizes,  f-  to  if,  aseptic,  nickel-plated  ... 


£ s ■ d- 
each  9 o 

» 76 


each  4 o 


1440 


1440  Starlinger’s  Double,  aseptic,  nickel-plated 


each 


6 


1436a  1436 


I434 

H35 

j436 

1436a 


Hegar’s  Vulcanite,  25  sizes 

,,  ,,  set  of  25  in  case  complete 

,,  Double,  aseptic,  set  of  8,  in  metal  case  complete 
,,  ,,  ,,  28  sizes 


1437 

1437  Sim’s,  3 blade,  aseptic,  nickel  plated 


each 


3 3 
3 3 


1 8 

200 
220 
3 6 


each  1 15  o 


Ear. 

1443  Spiers’  aseptic 


each  3 o 
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DILATORS,  Continued. 

Cervix 


1439  B1274 


B1275 


B1276 


B1283 


1439  Sim’s  Vulcanite  for  Vaginismus 

H1274  .1  „ curved  ,, 

R1275  ,,  Glass 

B 1 2 /6  ,,  ,,  , , 

B1283  >>  Elastic  Gum  ,, 


COLOTOMY. 


1442  Cripp’s  Vulcanite 


1442 


each 


each 


s.  d. 

2 o 

3 o 

1 3 

1 3 

2 6 


4 6 


1444 

H44  Barnes,  set  of  three,  brass  mounts,  with  stopcock,  syringe  and  pipe  ... 


per  set  180 
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DILATORS,  Continued. 

Hydrostatic. 


1448  Champetier  de  Ribes’  Dilating  Bag 

1750  Forceps  for  introducing  above,  with  aseptic  joints,  nickel-plated 
1445  Lawson  Tait’s  Vulcanite 

,,  ,,  with  straps  complete 

1451  Steele’s  set  of  three,  with  syringe  and  pipe  complete 

1452  Introducer,  with  aseptic  handle  for  use  with  above 

Nasal. 

1503  Neil  Griffiths’  Self-retaining 

Rectal. 


1505  Cripp’s,  twelve  sizes  ... 

Sinus. 


1445 

s. 

d. 

each 

-7 

6 

5 > 

15 

0 

per  set 

4 

6 

J 5 

6 

0 

each 

17 

6 

> 5 

6 

0 

8 o 


each  4 3 


1507 

1507  Bigelow’s,  nickel-plated,  aseptic 


each 


12 


6 
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DILATORS,  Continued, 


Tracheotomy. 


1510 


5.  d. 


1509  Two-blade,  bow  handles,  nickel-plated,  aseptic  ...  •••  each  5 o 

1510  Three-blade,  ,,  ,,  •••  •••  •••  >»  12  ^ 


1511 


1511  Spring  Cross  Action,  nickel-plated,  aseptic 

1512  Golding  Bird’s  ,,  ,, 


Urethral. 


1517 

1517  Bryant’s  Set  of  three,  Boxwood  ... 

,,  ,,  Vulcanite  ... 

» ,,  Ivory 

1519  Simon’s  Vulcanite,  seven  sizes 


1519 


per  set  5 6 

„ 7 6 

>.  15  ° 

each  2 o 


3 9 

4 3 
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DILATORS.  Continued, 

Urethral, 


£ 5-  d- 

1522  Holt’s  Stricture,  with  six  stilettes,  in  case  complete  ...  ...  each  1 12  o 


DIRECTORS, 

Minor  Operation. 


1527 


1527  Marmaduke  Shield’s,  combined  with  Aneurism  Needle  and  Probe  ... 

1528  Teale’s,  with  aseptic  handle 

1529  With  Guard  and  Fraenum  Slit  plated  each  1/6  Silver... 

1530  ,,  Ear  Scoop  ,,  „ 1/3  ,,  ... 

Hernia. 


each  2 6 

” 4 3 

» 4 0 

„ 29 


1533 

1534 

1535 


1534 


Ordinary  Pattern,  nickel-plated,  aseptic 
Birmingham  Pattern  ,,  ,, 

Key’s  ,,  ,, 


each  4 6 

„ 5 0 

,,  3 9 
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DIRECTORS,  Continued. 

Perineal. 


1537 


1537  Cock’s,  with  large  groove,  nickel-plated,  aseptic 

1538  Treve’s  Angular,  with  large  groove,  nickel-plated,  aseptic 


£ s.  d. 
each  6 6 

» 76 


Rectal. 


1539  Brodie’s  Fistula,  Steel,  nickel-plated,  aseptic... 
,,  ,,  silver 


each 


3 

5 


o 

o 


DISSECTING  CASES. 


1540 


DISSECTORS. 


1540  Set,  consisting  of  6 scalpels  in  ebony 
handles,  scissors,  spring  forceps, 
chain  hooks,  blowpipe,  and  needles, 

in  mahogany  case  ...  ...  each 

The  same  set,  with  aseptic  metal 

handles  ...  ...  ...  ,, 

1541  Set,  consisting  of  6 scalpels  in  ebony 
handles,  fine  scissors,  strong  scissors, 
spring  forceps,  chain  hooks,  blow- 
pipe, and  needles,  in  mahogany  case  ,, 

The  same  Set,  with  aseptic  metal 

handles  ...  ...  


14  0 


o o 


17  6 


2 6 


1545 


x544  Durham  s fine,  nickel-plated,  aseptic 

:545  Watson  Cheyne’s  Fine  Dissector  and  Probe,  nickel-plated,  aseptic 


each 


o 

o 


4 9 

5 3 


DRILLS,  BONE. 


1547  Archimedean, 


1547 

with  set  of  6 drills,  nickel-plated,  aseptic  ... 


each  o 12  6 


DRUMS. 

1548  For  Testing  the  Edges  of  Eye  Instruments  ... 


o 1 6 


6o 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM 


EAR  CHANNELS. 


1550 

1550  Bronzed,  without  head  spring 

1551  ,,  with  ,, 

1552  Nickel  plated  ,, 

1553  Bronzed,  with  spout 
:554  Gardiner  Browne’s  Glass 

EAR  CAPS  AND  PADS. 


99 

99 


*555  Ear  Cap,  Claxton’s  patent,  for  prominent  ears 
I55^  Ear  Pad,  with  sliding  head  spring  ,,  ,, 

EAR  TRUMPETS. 


1561 


i 


1563 


1561 

1563 

1565 

1567 


Conical,  black  japanned,  telescopic,  1 slide 
vulcanite 

telescopic,  1 slide 

n 2 « « 


99 

99 

99 


99 
99 
9 9 


99 

99 


1565 
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EAR  TRUMPETS,  Continued. 


1568  1569 

1568  Japanned  black 

1 569  , , ,,  • • • • • • 

1570  ,,  ,,  large  telescopic... 

1571 


1570 


1572 


1576 


15  72 
1573 
*574 
1575 
!576 

1577 

1578 

x579 

1580 

1581 

1582 


Cup  Shape,  nickel-plated  or  blackened  metal,  No.  1 
>>  >>  11  ,,  ,,  2 

” 55  55  55  55  3 

’>  55  55  ,,  ,,  4 

,,  ,,  ,,  covered  with  leather 

Bell  Shape,  copper  bronze,  small  ... 

,,  medium 
„ large  ... 

,,  small  ... 

,,  medium 
„ large... 


99  99 

9 5 99 

Cup  Shape  ,, 

99  99 

9 9 9 9 


1584  1585 


1584  Silver  plated  and  engraved  on  German  silver... 
1583  Nickel  ,,  on  brass  ... 

1585  Japanned,  2 slide,  telescopic 


d 

6 

6 

6 

6 


6 

6 

6 

6 

o 

3 

9 

3 

o 

9 

o 


6 

6 

o 
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EAR  TRUMPETS  AND  CONVERSATION  TUBES. 


1589  1592 

1587  Conical  Elastic  Gum,  large 
% 

1588  ,,  ,,  ,,  small 

1589  Metal,  nickel-plated,  large 

1590  Black  Mohair  Tapered,  Rein’s  patent,  best  Vulcanite  Mounts,  2 ft.  long 

1591  >,  » >,  » •>  4ft.  long 

1592  Mohair,  with  Vulcanite  Mounts,  2 ft.  long 

593  >’  1 > >>  4 ” 

1594  Silk  „ ,,  2 

1 595  >>  5)  >»  4 >>  •••  - ••• 

/ 

1596  Ear  Cornet,  with  sliding  head  spring 


15:6 

£ s ■ d- 
each  4 o 

3 6 
5 6 
7 6 
12  o 

4 o 

5 6 
8 o 

^ 12  o 
8 6 


? 5 
) ) 
) > 
J 5 

? > 
5 > 
5 ) 


ECRASEURS. 


1598  Chassaignac’s 

1599  Hick’s 


each  250 

» 1 15  0 


ELEVATORS. 

Cyst. 


1600  Lawson’s  Tait’s  nickel-plated 


1600 


each 


4 


o 
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ELEVATORS,  Continued. 

Skull. 


1601 


1601  Double,  nickel-plated,  aseptic 

1602  ,,  extra  strong,  ,, 

T OOTH. 


1606  Adjustable  at  any  angle,  with  ebony  handle 

,,  metal  ,, 


5 5 5 5 


EPISTAXIS  CANULA. 


1607  Bellocq’s  silver-plated... 


EVACUATION  APPARATUS. 

Bigelow’s,  with  Curved 
and  Straight  Catheter,  £ s.  d. 

Complete  ...  ...  ench  3 14  o 

Berkley  Hill’s,  plain 
modification  of 
Clover’s  ... 


do.  with  Stopcock 

do.  with  3 Curved 
or  Straight  Catheters 

Milton’s,  with  four 
Catheters  ... 


!5  6 
1 1 o 

2160 

2100 


each 


each 


each 


s.  d. 

2 6 

3 6 


6 6 
7 6 


3 6 


Bigelow’s. 
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EYE  INSTRUMENTS  IN  CASES. 


1609 


1609  Set,  consisting  of  Beer’s 
Cataract  Knife,  three 
Needles,  Curette  & Hook, 

Scissors,  curved  on  flat  ; 

two  Lachrymal  Probes, 

and  Eye-lid  Retractor  in  £ s.  d. 

case  complete  ...  each  220 


1608 


Set,  consisting  of  three 
Beer’s  Cataract  Knives, 
four  Needles,  Tyrell’s 
Hook,  Curette  and  Hook, 

Iris  Forceps,  Cilia  For- 
ceps, Scissors,  curved  on 
flat  and  angular  ; Set  of 
Bowman’s  Probes, 

Adam’s  Eye-lid  Retrac  £ s. 
tor.  In  case  complete  each  4 10 


1610  Set,  consisting  of  Graefe’s  Cataract  Knife,  Cystotome  and  Scoop, 
Bowman’s  Stop-Needle,  Lens  Hook,  Curved  Needle,  Noye’s 
Eyelid  Retractor,  Scissors,  curved  on  flat  ; Fixation  Forceps,  Cilia 
Forceps,  two  Liebreich’s  Double  Probes. 

In  case  complete 

1611  Set,  the  “Army  Regulation,”  consisting  of  two  Graefe’s  Knives, 
Sichel’s  Knife,  Curette  and  Cystotome,  Tyrell’s  Hook,  two  Stop 
Needles,  two  Broad  Needles,  Curved  Iridectomy  Knife,  Strabismus 
Hook,  Lens  Hook,  Bowman’s  Punctum  Knife,  two  pairs  of  Forceps 
nickel-plated,  Eyelid  Retractor,  two  pairs  Scissors  nickel-plated,  with 
Drum  for  testing  edges  of  Knives,  in  case  complete 

The  above  set,  fitted  with  metal  handles 


each  1 15  o 

each  4 15  o 

» 500 


FILES, 

Tooth.  f 


1614  In  Ivory  Handles 


b illllllllllllllCl! 


1614 
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FORCEPS,  Continued. 

Artery. 


1624 


1624  Dieffenbach’s  “ Bull-dog,” 

Inches  4^ 

1626  Greig  Smith’s,  Collin’s  lock  joints  each  6/3 

,,  ,,  Fine,  for  Peritoneum,  aseptic... 

1 627  Jordan  Lloyd’s,  aseptic  joints 

1629  Lawson  Tait’s,  screw  ,, 
i63°  n ,,  aseptic  ,, 


5 

6/3 


6 

8/- 


7 

10I- 


8 

12/3 

5 5 
5 5 
5 5 
5 5 


6 

6 

3 

4 


d 

6 


6 

6 

6 

6 


1631  1634 

1631  Liston’s 

1633  Spencer  Wells’,  screw  joint 

x^34  >>  ,,  aseptic  lock 

l(^36  >>  ,,  compression,  aseptic  joint 

*637  >»  ,,  miniatuie,  3 in.  ... 

1638  Wakley’s,  Fenestrated 


V 

) 

W 

1636 

1638 

• • 

• • • 

each 

4 

0 

5 in.  3/6 

6 in. 

* y 

5 

6 

,,  4/6 

* ) 

y y 

6 

0 

7 in.  8/6 

8£  in. 

yy 

9 

6 

... 

... 

yy 

3 

6 
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FORCEPS,  Continued. 


Artery. 


1642  Pean’s,  plain  joint 
1644  ,,  aseptic  ,, 


4 in.  2/6 


5 in.  each 

...  ,, 


s.  d. 

3 o 
3 6 


Bladder. 


1647  Hurry  Fenwick’s,  for  removing  growths  Curved,  14/-  Straight  each 


Bone. 


1651  Oblique,  box  joints 


1651 


each 


1652 


1653 

1654 


1652 

Fergusson’s,  circular  jointed,  8 in. 


each 


Liston’s,  curved  on  flat,  aseptic  joints,  7^  in.... 

,,  straight  ,,  ,,  7 in.  8/6  8 in.  10/6 


9 in. 


each 


9 6 


11  o 


6 6 


8 6 


10  o 
12  6 
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FORCEPS,  Continued. 


Bullet. 


1659  Pratt’s,  with  Collins’  lock  joint  and  rack 

1660  Tiemann’s,  with  plain  joint 

1661  ,,  ,,  aseptic  ,,  and  rack 

Capsular. 

1662  De  Wecker’s 


s d 

each  8 o 

„ 5 0 

» 6 o 


each  10  6 


Cilia. 


1665  With  flattened  ends  ... 

55  ,,  ,,  aseptic  joints 

1666  ,,  ring  ends 


each 

>> 


2 

2 

2 


9 


Cleft  Palate. 


1668 


1672 

1667  Durham’s  ... 

1668  Spring,  with  catch,  serrated  points 

1669  ,,  without  catch  ,,  „ 

i6jo  ,,  with  ,,  tenaculum  points 
i67j  » without  ,,  ,,  M 

1672  Mason’s,  vulsellum  points 

1673  Lane’s,  grooved  inside  jaws,  tenaculum  points 


1670 


each  10  6 

>»  4 6 

» 36 

>>  46 

» 36 

>>  76 

„ 80 


cn  o 
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FORCEPS,  Continued. 


Craniotomy. 


1682 


1684 


1680  Churchill’s,  nickel-plated 

1682  Lee’s,  ebony  handles  ... 

1683  ,,  aseptic  metal  handles 

1684  Barnes’,  ebony  ,, 

1685  ,,  aseptic  metal  ,, 

1686  Murphy’s,  ,,  ,,  ,, 


1686 

£ 

each 


1 1 


5 > 
5 5 


I 

I 

I 

I 


1687  Nelaton’s,  aseptic  joint 


each 


Dissecting. 


1691 

4,  4$,  and  5-m.  5,  ancl  6"in- 

1691  Ordinary  Pattern,  fluted,  serrated  points  each  1/6 
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FORCEPS,  Continued. 

Dissecting. 


1692 


1692  With  Pin,  fluted,  serrated  points 


4J  and  5-in. 
each  1/6 


5^  and  6-in. 
2/- 


1693 


1693  With  Pin,  fluted,  rat-teeth  points 


4^  and  5-in. 
each  1 /6 


5J  and  6-in. 
2/- 


1694 

1694  With  take-off  joints,  fluted,  serrated  points 

1696  Greig  Smith’s,  hollowed  blades,  fluted 

1697  Tong’s  pattern,  serrated  points 

Dressing. 


1696 

4,  4J,  and  5-in. 
each  2/6 

each 


5J  and  6-in. 

3/- 

4J  and  5-in. 

' 3/6 

each 


s.  d 
2 6 


1699 


FV"  • "vet; 


1700 


1699  Cross-action,  rat-teeth  points 


1701 

each 

Screw  joint.  Aseptic  joint. 

1700  Curved  or  straight,  serrated  points,  or  serrated  to  joints,  each  3/-  4/- 

1701  Bow  handles,  French  pattern,  ,,  ,,  ,,  ,,  2/6  3/- 


3 o 


I7°3  Lister’s  Sinus,  fine  points,  screw  joints 

I7°4  »>  n m aseptic  ,,  . 

x7°5  »»  >,  „ ,,  ,,  8-in.  long 


each 


3 o 

4 o 
6 6 
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FORCEPS,  Continued. 

Ear. 


1707  1709 

1707  Berthold’s,  cross-action,  serrated  jaws 

1708  Fine  tenaculum  § teeth,  aseptic,  bow  handles 

1709  Mathieu’s,  crocodile  serrated  jaws... 

1710  Politzer’s,  scoop  jaws 

1 71 1 Hartmann’s,  serrated  jaws 


1712  Toynbee  s Rectangular,  scoop  jaws 

171 3 Troeltzsch  s,  cross  action,  serrated  jaws 


1713 


each  -v  5 o 
„ 3 6 


1714  Yearsley’s,  for  cotton  wool 

1715  ,,  curved,  for  polypus 

1720  ,,  straight,  „ 


each 

> 7 


2 6 

4 0 
4 0 
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FORCEPS,  Continued. 


Entropium. 


1722 


1723 


1724 


1722  Snellen’s,  right  and  left 

1723  Wylde’s,  oval 

1724  With  triangular  blades 


s. 

d. 

each 

8 

0 

8 

0 

8 

0 

Fixation. 


1731 

1731  Birmingham  pattern,  fine,  with  § teeth  ...  ...  ...  each  6 6 


1732 

1732  Straight,  Tenaculum  points 

1733  ,,  Graefe’s,  spring  catch  ... 


1734  Curved,  spring  catch  ... 


each 


each 


1735 

r735  Straight,  Tenaculum  points,  and  joints  to  take  apart 


3 6 
5 o 


6 o 


each 


6 6 
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FORCEPS  Continued. 


Gall  Stone. 


1741 

1741  Anderson’s,  with  midwifery  joint,  aseptic 

1742  Makins’  ,, 


each 

5) 


s.  d. 

15  o 

10  o 


1744 

1744  Straight,  aseptic  joints 

1746  Lane’s,  ,,  ,, 

1745  Hoffman’s,  curved  handles 

1747  ,,  straight,  aseptic  joints 
1747A  Andrew’s  curved,  aseptic  joints  . 
1747B  Keene  Hoffman’s 

1747c  Horsley’s,  curved  on  flat 


1745 


1746 


each 

10 

6 

J 5 

12 

6 

> 1 

13 

6 

J 5 

13 

6 

V. 

5 ) 

15 

0 

> 1 

6 

5 5 

17 

0 

Hare  Lip. 


1749 

1749  Durham’s,  right  and  left 
1749A  With  Parallel  Blades  ... 

1749B  Smith’s,  right  and  left 

1749c  ,,  double,  1 \ and  if  inch  ... 

1749D  ,,  ,,  adjustable  blades 


14  6 

190 
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FORCEPS,  Continued. 


1751 

1751  1753  1754 

Straight,  serrated  points 

1756 

each 

£ 5- 

3 

d 

6 

1752 

Curved,  ,,  ,,  ...  ... 

...  ? 5 

3 

6 

l753 

Straight,  tenaculum  ,, 

...  5 5 

+ 

0 

1754 

33  3 5 33  * ‘ * * * • ’ * * 

...  5 ? 

4 

0 

1755 

,,  ,,  ,,  aseptic,  to  take  apart 

...  ,, 

5 

0 

1756 

Curved,  Rectangular,  tenaculunA  points 

...  33 

4 

0 

1757 

,,  ,,  ,,  ,,  aseptic,  to  take  apart 

...  55 

5 

0 

1762  Frankel’s,  with  serrated  jaws  ...  ...  ...  ...  each 

1763  Krause’s,  for  cotton  wool  ...  ...  ...  ...  ,, 


CTW 
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FORCEPS,  Continued. 


Laryngeal. 


1765 


1770 


1766  Articulated 
1765  Mackenzie’s 

1770  Krause’s  Universal  set,  consisting  of  Krause’s  oval  curette  forceps, 
Heryn’s  oval  curette  forceps,  Landgraf’s  round  curette  forceps,  tube 
and  conducting  rod,  fitting  into  one  handle  complete 


SURGICAL  INSTRUMENTS. 
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FORCEPS,  Continued. 


Lion. 


1773 

1773  Langenbeck’s,  with  aseptic  take-off  joints  ...  ...  ...  each 


£ s.  d. 

10  o 


Lithotomy. 


1776  Straight  or  curved 

i778  Von  Bergmann’s,  aseptic  joint 


Midwifery. 


each  8/- 


7 

8/- 


8 

8/- 


9 

IO/- 


10-in. 

10/- 

each  7 6 


1779  Anderson’s,  ebony  handles 


each 


18  6 


f 
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FORCEPS,  Continued. 

Midwifery. 


1782 

1781  Barnes’,  ebony  handles 

1782  ,,  aseptic  metal  handles 

1783  Churchill’s,  ,,  ,,  ,, 

1785  Denman’s,  short,  aseptic  metal  handles 

1786  Hewitt’s,  ,,  ,,  ,, 

1787  Oldham’s,  ,,  ,,  ,, 

1788  Simpson’s  long,  ebony  handles 

,,  metal 

short 


55 
5 5 


I789 


5 5 
5 5 


5 5 
55 


1787 


1788 

£ 

s 

d 

each 

16 

0 

5 5 

19 

0 

5 5 

£ 

O 

0 

5 5 

17 

0 

5 5 

18 

0 

5 5 

1 

I 

0 

5 5 

18 

6 

55 

1 

O 

0 

5 5 

l7 

0 

1793  Milne  Murray’s  Axis  Traction,  aseptic  metal  handles 

1794  Neville’s  Axis  Traction,  ,,  ,,  ,, 


each 


2 

2 


o o 
o o 
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FORCEPS,  Continued. 

Midwifery. 


1795  Simpson’s  Axis  Traction 

Nasal 


1799 


1800 


1799  Hovell’s,  for  adenoid  growths 

1800  St.  Clair  Thomson’s  ,, 


aseptic  joint 


5 5 5 9 


1801  Lowenberg’s,  for  adenoid  growths,  aseptic  joints 


1803 

1803  Hartmann’s,  for  adenoid  growths,  aseptic  joints 


1804  W oakes’,  for  adenoid  growths,  aseptic  joints  ... 


£ s.  d. 
each  1 1 3 o 


each 


5 9 


each 


12  6 
14  o 

13  6 


each  8 6 


o 


each  14  6 


1809  1810 

1809  With  crocodile  mouth,  for  polypus 

1810  Hartmann’s,  aseptic  joint 

1811  Heymann’s,  scoop  mouth 

1812  Mackenzie’s  Punch 

1813  Robinson’s  serrated  jaws,  with  catch 


1811 


each 
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FORCEPS,  Continued. 

Nasal. 


1822 


1815  Curved  for  polypus,  aseptic  joints 

1816  ,,  ,,  ,,  ,,  ,,  serrated  jaws 

1818  Storck’s ,,  ,,  used  through  mouth 

1820  Asch’s,  for  straightening  Septum,  aseptic  joints 

1821  Adam’s,  ,,  ,,  ivory  blades 

1822  Walsham’s,  ,,  ,,  aseptic  joints 
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FORCEPS,  Continued. 


Necrosis. 


1824  Straight 

1825  Curved 

1826  Sequestrum,  fine  jaws. 


1826 


Screw  Joint, 
each  6/6 
6/6 
7/6 


? 5 


Aseptic  Joint. 

7/6 

7/6 

8/6 


Ovariotomy. 


1829  Landau’s,  aseptic  joint 

Ovum. 


1829 

With  | 
each  12/6 


J5/-  x7/6 


A teeth. 


1830  Bow  handles,  screw  joint 

1831  ,,  ,,  aseptic  ,, 

1833  Heywood  Smith’s  ,,  ,, 

1834  Lawson  Tait’s,  with  lever  joint 

1835  With  revolving  blade  ... 


£ s,  d 
each  7 6 

„ 10  6 

>>  10  6 

„ 17  6 

„ 1 1 o 
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FORCEPS,  Continued. 


i 


Phymosis. 


1838 

1839 


1839 

Curling’s,  aseptic  joints  ...  ...  ...  ...  each 

Ricord  s ,,  ,, 


s.  d 
6 o 
6 o 


Pile. 


1840 


OC 

O 

Fenestrated  Blades, 

with  Rack,  aseptic  joints 

each 

8 

6 

1841 

,,  , , , , , , Oval 

...  9 9 

10 

6 

1842 

,,  ,,  ,,  ,,  Triangular 

...  99 

8 

6 

Pin-Cutting. 


1844 


5 6 


1844'^T.Bendinff,  Roughening,  and  Cutting 


each 
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FORCEPS.  Continued. 

Silkworm  Gut. 


1845  Barker’s,  with  flat  blades,  nickel-plated 

Skull, 

1846  Ordinary  pattern,  nickel-plated 

Splinter. 


1847 

1847  Fine,  with  serrated  points,  nickel-plated 

Toe-Nail. 

1848  Bow  handles,  strong,  curved,  nickel-plated 

Tongue. 


1850  1852 

1849  Esmarc’s,  nickel-plated 

1850  Klausner’s  ,, 

1852  Collin’s  ,, 

1854  Fenestrated  blades,  nickel-plated 

1855  Marshall’s  ,, 

1856  Smith’s,  with  fenestrated  grooved  blades,  nickel-plated 


1854 


s d. 

each  5 o 

l 

each  3 6 


each 


1 6 


each  5 o 


each 


yy 
y y 
> y 
y y 
yy 


2 

6 

6 

9 

6 


9 

6 

6 

6 

6 

6 
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FORCEPS,  Continued. 

Tooth. 


1861 

Upper  Molar, 
Right. 


1862 

Upper  Molar, 
Left. 


1863 

Lower  Molar, 
Right. 


1866 

Lower  Molar, 
Reversible. 


1867 

Upper  Incisors 
and  Canines. 


1868 

Lower  Incisors 
and  Canines. 


Upper  Stumps. 


1871 


Upper  Stumps.  Lower  Stumps, 

Pin  Joint. 

TOMES'  PATTERN,  Nickel-Plated.. 
PIN  JOINTS  „ „ •• 


Lower  Stumps. 


Lower  Stumps,  Lower  Stumps 
Right  or  Left. 


each 


s. 

6 


d. 

0 


7 0 
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FORCEPS,  Continued. 

Tooth. 


a 


m 


II 


ran 


W 

ii 

1875 

Upper  Stumps. 


1878 

Lower  Molar, 
Pin  Joints. 


1879 

T emporary, 
Upper  Molar. 


1880 

Temporary, 
Lower  Molar. 


1883 

Lower  Bicuspids. 


1884 

Lower  Bicuspids, 
Angular. 


1888  1889  1890  1891  1892 

Upper  Bicuspids.  Lower  Wisdom,  Upper  Wisdom,  Lower  Excision,  Upper  Excision. 


TOMES’  PATTERN,  Nickel-Plated 


each 


1894 

Fragments 

s.  d 

6 0 


1878  PIN  JOINTS 


• • 


0 
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FORCEPS,  Continued. 


1898 

1899  1900  1901  1902 

1903 

w 

00 

VD 

00 

Tomes’ Pattern,  Temporary  Upper  Incisors  and  Canines 

£ s- 

d. 

each 

6 

O 

1899 

55  ,,  ,,  Lower  ,,  ,,  ...  ... 

33 

6 

O 

1900 

Evrard’s,  Upper  Molar,  left 

53 

6 

O 

1901 

„ ,,  „ right 

3 3 

6 

O 

1902 

,,  Universal  stumps 

3 3 

7 

6 

1903 

,,  Bicuspids 

3 3 

7 

6 

1904 

Leather  Rolls,  containing  seven  pairs  Tooth  Forceps,  Tomes’  Pattern 

33 

2 10 

N 

0 

Leather  Rolls  for  any  number  of  Tooth  Forceps  made  to  order. 


Tooth  Plugging. 


1908 


1906  Straight,  4^-incb 

1907  Curved,  ,, 

1908  Meriam’s,  combined  with  Foil  Carrier,  6j-inch 


each 

33 

JJ 


2 O 

2 O 

3 0 
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FORCEPS,  Continued. 

Tonsil. 


1859  Kretschmann’s,  aseptic  joints  ...  ...  ...  ...  each 


s.  d. 
17  6 


Trachoma. 


1913 

1913  Knapp’s,  with  Roller  Blades 

1914  Prince’s,  ,,  oval  ,, 


1914 


each 


7 6 
7 6 


Urethral. 


1916  Fergusson’s,  aseptic  joints  ...  ...  ...  ...  each  5 o 

1917  Pitha’s,  straight,  with  Crocodile  Jaws,  aseptic  joints  ...  ...  ,,  6 6 


Uterine. 


1918 

1919 


1919 

Richelot’s  French  pattern,  aseptic  joints 
Curved,  for  Polypus,  ,,  ,, 


each 

n 


7 6 
6 6 
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FORCEPS,  Continued. 

Uterine. 


Nickel-Plated. 


1920  Straight,  for  Polypus,  aseptic  joints 


1921  Straight,  foi  Polypus,  with  rack  and  aseptic  joints 

1922  Aubrey’s  ,,  ,, 


9 9 9 9 


1923  1924 

1923  Straight,  with  single  tenaculum  points,  aseptic  joints 

1924  Skene’s,  ,,  ,,  „ „ „ >» 

1925  Tissue  Seizing,  curved,  with  rat  teeth  points,  nickel-plated 

1926  ,,  ,,  straight,  ,,  ,,  ,,  „ 


each 


s.  d. 
6 6 


each 


7 6 
6 6 


1925 


1926 


each 


9 5 
9} 


5 6 
6 6 

4 0 
4 0 
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FORCEPS.  Continued. 

Vulsellum,  Throat 


1928  Curved,  without  catch,  aseptic  points 

1929  ,,  with 

1930  Straight,  without  ,,  ,, 

1931  ,,  with 

1932  Curved,  ,,  fine  jaws  ,, 

1933  Straight,  „ 


Uterine. 


1938  Straight,  with  tenaculum  points,  aseptic  joints 

1939  Curved,  „ rack 

1940  Straight,  „ 

1941  Angular  jointed,  nickel-plated 


each 


s. 

4 

5 

4 

5 
5 
4 


d 

6 

o 

6 

o 

o 

6 
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FORCEPS,  Continued. 

Uterine. 


:942  Teale’s  Straight,  with  aseptic  joint 
1943  ,,  Curved,  „ ,, 


1944  Galabin’s,  with  aseptic  joint 

1945  Jordan  Lloyd’s  ,, 


GAUZE  PACKER. 


1948 

1948  Gauze  Packer,  in  five  sizes,  for  Uterine,  Vaginal,  Rectal, Throat  and 
Nasal  Packing,  aseptic 

The  great  utility  of  this  instrument  has  brought  it  into  popular  use.  It  can  be  used 
with  perfect  ease  and  without  danger  to  the  patient.  It  is  invaluable  for 
the  packing  of  deep-seated  abscesses,  hemorrhage  from  the  nose,  gun-shot 
wounds,  &c.,  and  particularly  the  uterus. 

GORGETS, 

Lithotomy. 


1950  Teale’s,  aseptic 

GOUGES, 

Bone. 


I953  Solid,  forged  steel,  nickel-plated  ... 


1953 


each 


s.  cl 

7 6 

7 6 


each 


10  o 
14  6 


each 


3 o 


each 


6 o 


each 


3 3 
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GOUGES,  Continued. 


Mastoid. 


1956 

1956  Ballance’s,  all  metal,  § inch,  nickel-plated 

1957  MacEwen’s  ,,  ,, 


1957 


each 


GUARDS,  FINGER. 


1618  1619 

1618  Plain 

1619  Langenbeck’s  Jointed  Metal,  nickel-plated 

1620  Lennox  Browne’s,  with  Curette  ,, 


1966  Marconi’s,  nickel-plated  ...  ...  ...  ...  each 


5.  d. 

7 o 
7 o 


1 9 
3 3 
5 6 


17  6 


go 
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GUILLOTINES,  Continued. 


1968 

1967  Matthieu’s,  nickel-plated  ...  ...  ...  ...  each 

1968  Baginsky’s  ,,  ,,  ...  ...  ...  ...  ,, 

1961  Billing’s 

HOOKS, 


1973  Hartmann’s,  straight,  sharp,  aseptic  ...  ...  ...  each 

1976  Troeltsch’s,  curved,  ,,  ,,  ...  ...  ...  ,, 


Bone. 

1978  Langenbeck’s,  aseptic... 


each 


1990 


1987 


1997 


1991 

1984  Weber’s  Capsular,  with  ivory  or  metal  handles  ...  ...  each 

1987  Guthrie’s  Double  Fixation  ,,  ,,  ...  •••  • > 

1990  Bowman’s  Iris  ,,  ,,  ,,  ...  •••  >> 

1991  Graefe’s  ,,  blunt  ,,  ,,  ...  ...  5> 

1992  ,,  „ sharp  ,,  ,, 

1993  Tyrell’s  ,,  ,,  •••  ...  ,, 

1995  Graefe’s  Lens  blunt  ,,  ,,  ...  •••  >> 

1996  „ „ sharp 

1997  Curved  „ „ 
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HOOKS. 

Eye. 


1999 


1999  Graefe’s  Strabismus,  three  shapes,  with  ivory  or  metal  handles 

Fistula. 


each 


s.  d. 
3 6 


2000 

2000  Blunt,  small,  all  metal,  aseptic 

2003  „ large 

2004  ,,  crochet  pattern,  all  metal,  aseptic 

2005  Sharp  ,,  ,, 

Peritoneum. 

2007  Adam’s,  all  metal,  aseptic 

Pile. 

2008  Salmon’s,  for  drawing  down  piles,  all  metal,  aseptic 

Spine. 


each 


5 5 
5 5 
J 5 


each 

each 


4 

4 

4 

4 


o 

o 

o 

o 


4 6 


o 


2009  Oldham’s,  all  metal,  aseptic 

Tracheotomy. 


2009 


each 


20H 


2010 


2010  Blunt,  with  ebony  handles 
,,  metal  ,, 

„ ebony  ,, 


2012  Sharp 

,,  ,,  metal 

2011  Blunt,  double,  metal 

2013  Sharp  „ 

2014  Sharp,  grooved  ,, 


? > 
n 


each 


5 y 
5 5 
n 

> 5 

n 


INSTRUMENT  CASES. 

1185  German  silver,  nickel-plated,  6 sizes— 

7x3x1  8x4x1^  9X4^  x i| 


8/6 


1 1/6 


15/- 


10x5x2  I2X5^X2|  1 4 x 64  X 3 

18/-  22/-  25/- 


6 6 


1 6 

2 6 

1 6 

2 6 

4 3 
4 3 

3 9 


1185 
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INSUFFLATORS. 


2019 


2016 

2019 

2021 

2023 

2024 


Erhardt’s  Patent,  glass  tubes  and  rubber  ball 
Vulcanite  mounts,  rubber  ball,  small 
» » u large 

,,  ,,  ,,  glass  receptacle 

,,  ,,  ,,  simple  form  ... 


a 


202 i 


2025 


2026 


2025  Glass  barrel,  vulcanite  mounts,  on  stand,  two  pipes, 

and  double  bellows  complete  each 

2026  Dr.  Guyes’  Menthol  Insufflator,  ,,  ,,  ,,  ,,  ,> 

2030  Glass  barrel,  vulcanite  mounts,  with  India  rubber  ball  ...  ...  ,, 


7 6 
4 6 
4 0 
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INSUFFLATORS,  Continued. 


2027  Kabierski’s,  with  vulcanite  tubes  for  throat,  vagina,  ear  and  nose, 

complete  each  6 6 

„ ^ ,,  ,,  ,,  _ ,,  ,,  not  weighted  ,,  56 

2032  Woakes’,  rubber  tube  and  vulcanite  mounts  ...  ...  ...  ,,  16 

2033  Vulcanite  mounts,  with  India  rubber  ball  ...  ...  ...  ,,  2 3 

2034  “ Universal,”  vulcanite,  with  scoop  and  four  sundry  fittings,  with 

India  rubber  ball  ...  ...  ...  ...  ...  30 

2035  Simple  form,  glass  tube,  with  India  rubber  tubing  to  blow  into  ear  ...  per  doz.  2 o 


INTUBATION  INSTRUMENTS. 


2036  For  Intubation  of  the  Larynx. 
(O’Dwyer’s),  for  children,  con- 
sisting of  Six  Intubation  Tubes, 
Obturators,  Introducer  and 
Mouth  Gag,  in  aseptic  metal 
case. 

each  •••  ...  £6  o o 


2036 
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IRRIGATORS, 

Urethral. 


2040 

2040  Harrison’s,  consisting  of  Higginson’s  enema,  with  stopcock,  and 

India  rubber  catheter 

• • • 

KEYS, 

Tooth. 


iUI 


2043j 

2043  With  Spring  to  fix,  four  claws,  ebony  handles 
,,  ,,  ,,  ,,  aseptic  ... 

KNIVES, 

Amputation. 


each 


each 


2047 


2051 


56789  10-in. 


2046 

Liston’s 

, with  ebony  handles  each  5/-  5/9  6/6  7/-  8/-  8/9 

2047 

• 

99 

,,  aseptic  handles,  nickel-plated — 

each  9/-  10/-  1 1/-  12/-  13/-  14/- 

2050 

Catlin, 

,,  ebony  handle 

each 

2051 

99 

,,  aseptic  ,, 

? 9 

2052 

Symes’, 

„ ebony 

9 9 

2953 

Brai 

99 

N. 

Joint  Knife,  aseptic  handle 

99 

2054  With  ebony  handles  ...  ...  ...  ...  each  5/-  7/- 

2055  ,,  aseptic  ,,  ...  ...  ...  •••  >>  5/6  7/6 


SURGICAL  INSTRUMENTS. 


95 


KNIVES,  Continued. 


Breast. 


2056 


2056  With  ebony  handles,  nickel-plated 

2057  ,,  aseptic 


each 


s.  d. 

2 6 

3 6 


Cartilage. 


2059  Strong,  tanged  through  handles  ... 


3i  irG  4/->  3f  in  each  5 0 


Cleft  Palate. 


2062  Straight,  sharp,  with  aseptic  handles,  3 sizes ...  ...  ...  each  4 6 

2063  Curved,  right  ,, 

2064  „ left 

2065  Straight,  blunt  ,, 

2066  Fergusson’s  rectangular 

2067  Smith’s  double  edged 


2069 

2070 

2071 

2072 

2073 


Gruber’s,  in  shell  handles,  lock  back  . ...  ...  ... 

Hinton’s,  aseptic  handles 

Lucae’s,  with  crank  bend,  aseptic  handles 

Politzer’s,  angular  ,,  ,, 

Double  handle,  aseptic,  straight  one  end  and  angular  the  other 


5 6 

4 6 
6 o 

6 o 
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KNIVES,  Continued. 
Eye. 


2075  2076  2080  2082 

2075  Bowman’s  Canaliculus,  ivory  or  metal  handles 

2076  Liebreich’s  ,,  ,,  ,, 

2078  Schweigger's  ,,  ,,  ,, 

2079  Stilling’s 

2080  Weber’s  ,,  ,,  ,, 

2081  Walton’s  ,,  ,,  ,, 

2082  Beer’s  Cataract,  3 sizes  ,,  ,, 

2083  Cooper’s 

2084  Graefe’s 

2086  Sichel’s 


2090 


2091 


2083 


2084 


2088 


2088 

2089 

2090 

2091 

2092 

2095 

2096 

2097 

2098 

2100 

2101 


Desmarre’s  Cataract,  Secondary,  Convex  Edge,  ivory  or  metal  handles 
,,  ,,  Concave  ,,  ,,  ,5 

Bader’s  ,,  right  and  left  ,,  ,, 

Jaeger’s  Iridectomy,  straight,  3 sizes  ,,  , 

,,  Angular,  3 sizes,  ivory  or  metal  handles 
Scalpels,  large 
,,  small 
Scarifying,  curved 
,,  straight 
Synechia,  blunt  (Lang’s) 
sharp  ,, 


9 9 
9 9 


99 


99 

99 


99 

99 

99 


wiiiiiiii' 

' 

li 

1 

i||p: 

|| 

2086  s. 

each  4 

» ’ 5 

» 4 

» 4 

>>  4 

»»  4 

» 4 

4 


99 
9 9 


2100 


each 


o 
6 
o 
o 
6 

3 
o 

3 

4 o 
4 o 


4 0 
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KNIVES,  Continued,  Fistula. 
Vaginal. 

2103  Straight,  sharp,  aseptic  handles  ... 

2104  ,,  blunt  ,,  ,, 

2105  Curved,  right 

2106  ,,  left 


1 

2109  Forged  all  in  one  piece,  nickel-plated,  4 patterns 


21 1 1 Fergusson’s  sharp  point,  aseptic  handles,  nickel-plated  ... 

2112  „ probe  „ 

Minor  Operating. 


Bistouries. 


2117 

2113  Curved,  probe  points,  ebony  handles 
2117  >>  • „ „ aseptic  ,, 


2114 

2118 


2118 


Curved,  sharp  points,  ebony  handles 
>>  >>  ,,  aseptic  ,, 


2119 

2115  Straight,  probe  points,  ebony  handles 
2119  » » „ aseptic  ,, 


2120 

2116  Straight,  sharp  points,  ebony  handles 
2120  >j  >>  ,,  aseptic  ,, 


2121  Hernia  Bistoury,  ebony  handles  ... 

2122  >>  >>  aseptic  ,, 


s.  d. 

each  4 6 

,,  4 6 

» 5 6 

» 5 6 


each  7 6 


each  4 o 

>>  4 0 


each  2 o 

>>  30 


each  2 o 

>>  30 


each  2 o 

» 30 


each  2 o 

» 30 


each  2 6 

>>  3 3 
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KNIVES,  Continued,  Minor  Operating. 
Scalpels. 


2124 


2124  Set  of  six,  assorted  sizes,  with  aseptic  handles,  in  metal  case 
— Set  of  twelve  ditto  ditto  ditto 


7 ] 

0 0 

2125 


2125  With  ebony  handles,  assorted  sizes 

2126  ,,  ivory  „ 


2128 


2127  With  plain  aseptic  handles 

2128 


,,  fluted  ,, 


C 

2129  Jordan  Lloyd’s  combination  Scalpels,  with  aseptic  handles- 

a With  Straight  Dissector... 
b ,,  Curved  ,, 

c ,,  Scoop 

2130  Paget’s,  aseptic  handle 

2132  Syme’s  ,,  „ 

Tenotomy. 


2133 


2135 


2133  Sharp,  aseptic  handle  ... 

2134  Blunt  ,, 

2135  Guerin’s  ,, 


3 3 
33 


£ s d 
each  1 9 o 
„ 1 17  6 


per  doz.  15  o 
110 


each 
> > 


2 o 
2 o 


each 


33 
33 
33 
3 3 


3 

3 

4 
3 
3 


3 

3 

o 

o 

o 


each 


>> 


2 6 

2 6 

2 6 


SURGICAL  INSTRUMENTS. 


99 


KNIVES,  Continued,  Minor  Operating. 


Tenotomy. 


2136  Adam’s,  6 patterns,  ivory  handles 
j>  ,,  aseptic  ,, 


2136 


4 


each 

5 1 


s.  d. 

3 9 

4 '6 


POCKET,  Double.  With  Lock  Backs,  and  Tortoiseshell  or  Metal  Scales. 


2141 


2139  Aneurism  Needle  and  Tenaculum 

2140  Adam’s  Tenotome  and  Gum  Lancet 

2141  Bistoury,  curved  blunt  and  sharp 

2142  ” >>  >>  and  straight  sharp 


each  6 6 

„ 6 6 

„ 6 6 

„ 6 6 


2143 

21 43  Finger  Knife  and  Scalpel 
2 [44  Hernia  ,,  ,,  straight  blunt  Bistoury 

2f45  » ,,  „ Paget’s  knife  ... 


each  6 6 

» 76 

7 6 


IOO 
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KNIVES,  Continued. 

POCKET.  With  Lock  Backs,  Tortoiseshell  or  Metal  Scales. 


2146 

2146  Tenotome  and  Gum  Lancet 

2147  Naevus  Needle  and  Aneurism  Needle 

2148  Paget’s  Knife  and  double-edged  Scalpel 

2149  „ ,,  and  Syme’s  Knife  ... 

2150  Scalpel,  double  and  single  edge  ... 

2151  Syme’s  Knife,  and  curved  sharp  bistoury 

2152  ,,  ,,  and  double-edged  Scalpel 


21^3  Syme’s  Knife  and  Gum  Lancet 
2154  Tenaculum  and  ,,  >> 

SINGLE.  Tortoiseshell  Scales,  Spring  Back. 


2153 


2175  Bistouries,  curved  blunt 


2175 


2176 


2176  Bistouries,  curved  sharp 

2177  ,,  straight  blunt 

2178  „ ,,  sharp 

2179  Paget’s  Knife 

2180  Syme’s  ,, 


SURGICAL  INSTRUMENTS. 
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KNIVES,  Continued. 


POCKET.  Single,  Tortoiseshell  Scales,  Spring  Back, 


2181 


2182 


Finger  Knife 


2181 


2182 


Gum  Lancet 


£ *•  d. 
each  2 9 


each  2 9 


SINGLE,  Tortoiseshell  or  Metal  Scales,  Lock  Back, 


o 


2185 


2185 

Syme’s  Knife- 

each 

4 

O 

2186 

Finger 

? 5 

1 

4 

O 

10 
1— 1 
00 

Gum  Lancet 

5 5 

4 

O 

Tortoiseshell  or  Metal  Skeleton  Handles 

2188' 

Aneurism  Needles 

each 

2 

3 

2189 

Curved  Bistouries,  sharp  or  blunt 

5 j 

3 

O 

2190 

Straight  „ 

5 5 

J 

3 

O 

2191 

Paget’s  Knives 

5 5 

2 

6 

2192 

Syme’s  „ ...  ...  ...  ...  k ... 

j 5 

2 

6 

2193 

Scalpels  ... 

5 5 

2 

3 

2194  2196 

2194  Spring  Back,  tortoiseshell  scales,  4 blades,  containing  Finger  Knife, 
Syme’s  Abscess  Knife,  straight  sharpJBistoury,  and  Gum  Lancet  ... 

2195  Lock  Back 

2196  Lock  Back,  containing  Paget’s  Knife,  Syme’s  Knife,  Finger  Knife, 
Finger  Saw,  Gum  Lancet,  Naevus  Needle,  Probe,  and  Director 


each 


n 


n 


7 6 

10  o 

5 o 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


2173 

2172  Patent  disjointing,  one  blade,  any  pattern,  figs.  1 to  25  ... 

2174  ,,  ,,  two  blades  ,,  ,,  ,, 

2173  Spare  blades  for  above  ,,  ,,  ,, 

2171  Pocket  Case,  nickel-plated,  containing  Curved  Bistouries,  blunt  and 
sharp,  Straight  Bistouries,  blunt  and  sharp,  two  Scalpels,  fitting  in 
Patent  handle.  Size  of  case — 4X2X^inch  ... 


£ s. 
each  3 

>5  5 


17 


2197 

Abscess  Lancets,  tortoiseshell  scales 

2198 

5 5 

,,  metal 

2199 

Bleeding 

,,  tortoiseshell  ,, 

2200 

,,  metal 

2201 

Vaccination 

,,  grooved,  tortoiseshell 

2202 

,,  ,,  metal 

2201 


...  per  doz.  1 o 


d. 

3 

o 

9 


6 


o 

o 

o 

o 

o 

o 


SURGICAL  INSTRUMENTS. 


103 


KNIVES,  Continued. 


Resection. 


2206 


2204  Marshall’s,  straight  edge,  aseptic  handles 

2205  ,,  round  pointed  ,,  „ 

2206  ,,  sharp 

Urethral. 

2207  Burghard’s,  blunt  end... 

2208  ,,  sickle  shaped 


each 


each 

5 ? 


2209  Solid,  assorted  sizes 

2210  Hollow,  ,,  ,, 

2211  ,,  pierced,  assorted  sizes,  extra  large 

2212  Sponge  Tents  ,,  ,, 

2213  ,,  „ ,,  ,,  extra  large 


per  doz. 


5 5 


7 

7 

7 


8 

8 


2 

3 

4 

2 

5 


LAMPS. 


Laryngeal. 


221p  Open.  B1281  Closed. 

2215  Collin  s Portable,  for  Benzoline,  all  metal,  nickel-plated  ... 

B1281  Matthieu’s  ,,  „ 

2216  Telescopic  ,,  Candle  Lamp  ,, 

2218  Priestley  Smith’s  ,,  „ latest  pattern  ” 


d . 

o 

o 

o 


o 

o 


6 

6 

o 

6 

o 


o 

o 

o 

o 
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LAMPS,  Continued. 

Laryngeal. 


B3018  Gas  Bracket,  parallel  motion,  projects  39  inches,  with  vertical  move- 
ment of  30  inches,  Argand  burner  and  cardboard  shade 


l *■  d- 

each  250 


B3020  Gas  Bracket,  Mackenzie’s,  parallel 
motion,  with  ratchet  adjustment, 
projects  24  inches,  with  vertical 
movement  of  22  inches,  including 
Argand  Burner,  plain  tube  with 
metal  chimney,  and  Bull’s  Eye 
complete  each  2 10  0 

Ditto,  with  cover  to 
Bull’s  Eye  and  sight  door 
at  back  each  2 15  0 


B3019  On  portable  stand,  with  sliding 
adjustable  arm,  Ebony  handle, 
and  Argand  Burner,  with  metal 
chimney  and  Bull’s  Eye  com- 
plete ...  •••  each  2 5 0 

Ditto,  with  cover  and  sight 

door  at  back  ...  ,, 


2 10  0 
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LAMPS,  Continued, 

Larynx  and  Uterus. 


B3023 


B3023  Electric  lighting,  consisting  of 
lamp  with  reflector,  attachable 
mirror,  and  three  dry  cells 
ready  for  use.  Complete  in 
highly  finished  case,  size  4fx  £ 5.  d. 

4-|x  !■§.  inch  ...  each  1 1 o 


Extra  dry  cells 


3 6 


LITHOTRITES. 


2230  Bigelow’s,  nickel-plated  ....  ...  ...  ...  each 

2231  Thompson’s  fenestrated,  nickel-plated  ...  ...  ...  ,, 


500 

400 


MALLETS  and  HAMMERS. 


2231.U  Mallet,  Boxwood,  polished,  ^ lb.  ... 

2232B  ,,  ,,  ,,  1 lb.  ... 

2232  „ „ „ \ lb.,  loaded 

2233  „ „ „ 1 lb. 

B1742  Hammer,  Post  Mortem,  chequered  Ebony  handle 
„ „ „ „ plain  steel 


each  2 


4 

3 

5 

o 


3 

3 

6 

6 

o 

3 


MASSEUR. 


2236  Delstauche’s,  for  rarefaction  of  air  in  the  external  meatus 
2?3^A  >>  >>  )»  ,,  >> 


each  7 o 

M 5 6 


improved 


io6 
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MICROSCOPES. 


B3016  Well  known  microscope  for  Student’s  First  Grade  and  elemen- 
tary Laboratory  work,  having  steady  and  durable  fine  adjustment  and 
cloth-lined  collar  to  tube,  elongating  draw-tube,  revolving  diaphragm, 
plane  and  concave  mirror  on  swinging  arm  ; complete  in  mahogany 
lock  case  with  one  eyepiece  (No.  II.)  and  the  following  objectives — 

1 inch,  and  ^ inch  of  0.54  N. A. 

1 ,,  ,,  -g-  , , 0.61N.A.  ...  ...  ... 

Double  Nose-piece  with  above,  extra 


£ *• 
Nett.  3 10 

» 3 15 


B3015  Having  improved  fine  adjustment  and  cloth-lined  collar  to  tube; 

complete  in  mahogany  lock  case,  with  one  eyepiece  (No.  II.)  and  the 
following  objectives — 

1 inch  or  § inch,  and  -J  inch  of  0.61  N.A.  ...  ...  ...  Nett. 

1 ,,  § ,,  g-  ,,  0-74  N.A.  ...  ...  ...  y, 

Double  Nose-piece  with  above,  extra  ...  ..  ...  >> 


4 5 
4 10 
10 
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MICROSCOPES.  Achromatic  Objectives. 

DRY  SERIES, 


Magnification  with  body  length  of  6f  in 

J 

Designation 

image  distance  of  ro 

in.  and 

of 

Numerical 

Huyghenian  Eyepiece. 

Objective. 

Aperture. 

I. 

II. 

III.  All 

Prices  Nett. 

£ 

s. 

d. 

2 inch 

0. 1 1 

25 

3° 

40 

each 

12 

O 

1 ,, 

O.13 

50 

60 

80 

12 

0 

*> 

§ >> 

O.16 

70 

85 

1 10 

12 

O 

4 ,, 

°-34 

120 

H5 

190 

1 

0 

0 

1 

4 >> 

o-54 

200 

240 

320 

1 

O 

O 

1 

F 9) 

0.61 

275 

330 

440 

1 

3 

O 

1 

U >> 

0.74 

275 

330 

440 

1 

IO 

0 

1 

8 ” 

0.79 

375 

450 

600 

1 

15 

0 

1 

lF  99 

0.87 

450 

54° 

720 

2 

O 

0 

1 

TF  99 

0.87 

575 

690 

929 

2 

IO 

O 

Homogeneous 

inch 


Immersion  Objectives,  for  oil  or  glycerine. 


1 

1 2 
1 

TF 


I.30 

i-32 


575 

650 


690 

780 


920 

1040 


each 


400 
4 10  o 


Huyghenian  Eyepieces. 


No. 


I. 

II. 

III. 


Magnification  5. 

,,  6. 

,,  8. 


each 


Micrometer  Eyepiece 


5 

5 

5 

10 


o 

o 

o 

o 


These  Eyepieces  are  so  constructed  that  the  focal  plane  coincides  in  all  powers ; on  changing  Eyepieces 

there  is  therefore  no  need  for  alteration  of  focus. 

Accessories  for. 


2250 


Oak  Cabinet,  fitted  with  drop  front,  hinged  lid,  with  25  trays,  each 
tray  to  hold  20  slides  3x1  inch 
Ditto,  without  trays 

To  hold  123612  doz. 
Polished  Pine  Cabinets  1/3  2/-  2/3  3/6  8/-  each. 

Lamp  for  paraffin, with  copper  shade  and  silvered  reflector 
Cooling  Evaporator  for  ditto  to  contain  moistened  felt  or  sponge 
Abbe  Condenser  1.20  N.A.  with  Iris  diaphragm 

Double  Nose  piece,  12/-  ...  ...  Triple  Nose  piece 

Polariscope 

Selenites,  set  of  three... 

Stand  Condenser  ...  ...  ...  if  inch,  8/-,  2^- inch 

Reflector  for  direct  illumination  (metallurgical) 

Camera  Lucida,  neutral  tint  6/-  ...  ...Prism  form 

Graham’s  parallel  Compressor 
Wenham’s  Compressor 

Live  Box,  large,  8/-  ...  ...  ...  ...  small 

Animalcule  Tubes,  set  of  three 
Revolving  Disc  or  Turn-table 

Improved  Air  Pump,  4 inch  plate,  complete  with  receiver 

Object  Slides,  made  of  the  best  carefully  selected  crown  glass,  with 

ground  edge,  3 x 1 inch 


each  1 

,,  1 

each 


1 

1 

1 


17  6 
1 o 


4 


4 
6 

15 

10 

15 

10 

5 

4 
o 

5 
5 


2252 

2253 


Cover  Glasses,  circles  and  squares,  best  English  crown  glass,  in  half-ounce  boxes 

No.  123  thickness. 

n.  . 1/200  1/13°  1/70  part  of  an  inch. 

Circles  ...  ...  ...  7/6  6/6  5/-  per  ounce. 

Squares  ...  ...  ...  3/6 


6 

6 


o o 
2 6 


o 

o 

o 

o 

o 

o 

o 

o 

6 

o 

o 


per  gro.  46 


io8 
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MICROSCOPIC  DISSECTION  INSTRUMENTS. 

1 a 3 if-  S C 7 8 $10  tf  1b  43  flf.  If.  at.  n 4?i  10  .Z0\ 


2244 

2240  No.  1 Set,  consisting  of  4 Knives,  2 Hooks,  Scissors,  straight  or 
curved  Forceps,  in  Leather  Case 
No.  1 Set,  with  extra  Scissors 

No.  2 Set,  consisting  of  3 Knives,  1 Hook,  Scissors,  straight  or 
curved  Forceps,  in  Leather  Case 

No.  3 Set,  consisting  of  Scissors,  scale-tanged  Scalpel,  2 Scalpels, 
curved  Scoop  and  Scraper,  Cutting  Nippers  and  Pliers 
combined,  narrow  Knife  in  Leather  Case 
2244  Knives,  ivory  handles,  assorted  shapes 


55 
5 5 


55 


£ d- 
each  16  o 

,,  100 

,,  14  o 


5 5 
55 


126 

1 4 


2256 

2257 

2255 

2243 

2242 

2246 

2247 

2248 

2249 

2258 

2259 

2260 


Scissors,  curved,  Fig.  21 
„ „ Fig.  22 

„ straight,  Fig.  23 
Forceps,  cross  action,  Fig.  24 

,,  curved  or  straight,  Figs.  25  and  26 
Lifters,  for  lifting  sections,  straight 

,,  ,,  ,,  curved  on  flat 

Needles,  in  cedar  handles 
Needle  Holders,  nickel-plated 
Section  Knives,  Valentine’s 
,,  Razors 

Seekers,  in  cedar  handles 


MICROTOME. 

Cathcart’s,  improved  pattern,  for  freezing  and  imbedding,  complete  in 
box  ...  ...  • • • ••• 

Same  apparatus  for  freezing  only  ... 

,,  ,,  ,,  imbedding  only 


each 


5 5 
55 
5 5 
5 5 
5 5 
55 
5 5 
5 5 
5 5 


each 


55 

55 
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MINOR  OPERATING  CASES. 


2262  Closed. 

2262  Set  complete,  consisting  of  one  each  curved 

toury,  two  straight  Bistouries,  Hernia  Bistoury,  four  Scalpels,  sharp 
Hook,  blunt  Hook,  Tenaculum,  Aneurism  Needle,  Tenotomy  Knife, 
all  in  ivory  handles,  two  Bull-dog  Artery  Forceps,  Liston’s  Artery 
Forceps,  Bow  Dressing  Forceps,  Scissors  curved  on  flat,  Scissors, 
straight,  spring  Forceps,  Lupus  Scoop,  double  fluted,  Scoop  and 
Director,  Bone  Forceps,  Key’s  Hernia  Director,  three  packets  needles, 


tablet  Silk,  four  sizes,  and  Suture  Wire. 
In  strong  leather  bag 


2262  Open. 

sharp,  and  probe  Bis- 


£ s.  d 
each  5 0 0 


2264  2265 

2264  Set,  mounted  in  ivory  handles,  consisting  of  Hernia  Bistoury,  two 
curved  Bistouries,  straight  Bistoury,  Aneurism  needle,  four  Scalpels, 

Tumour  Hook,  Tenaculum,  Liston’s  Artery  Forceps,  Dissecting  For- 
ceps, Director,  straight  Scissors,  Needle  and  Ligature  Silk. 

In  mahogany  case  ...  ...  ...  ...  each 

2265  Set  complete,  consisting  of  Syme’s  Knife,  Paget’s  Knife,  Hernia 

Bistoury,  two  sharp  curved  Bistouries,  blunt  curved  Bistoury,  Teno- 
tome and  Scalpel,  all  with  metal  handles,  Tenaculum,  Hernia 

Director,  Aneurism  Needle,  Double  Scoop,  round  and  oval  ends, 
Director,  with  Froenum  Slit,  Spring  Forceps,  two  Probes,  straight 
Scissors,  with  lock  joint,  Spencer  Wells’  Artery  Forceps,  with  lock 
joint,  Ligatures  and  Needles. 

In  polished  walnut  case,  brass  bound,  with  two  lift-out  racks.  Instru- 
ments all  nickel-plated  ...  ...  ...  ...  each 


2 0 0 


3 3 0 


2220  Set,  consisting  of  three  mirrors,  fitting  into  one  handle,  with  mirror 
and  head  band,  complete  in  case 


i io 
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MIRRORS. 

Aural. 


2272 


2274 


2273 


2273  Troeltsch’s  ,,  metal  screw  handle,  nickel-plated  ...  3I 

2274  ,,  in  case,  with  set  of  three  Wylde’s  Ear  Specula 


each 

£ s. 
6 

? 5 

7 

5) 

12 

Laryngeal. 


each  1 1 


o 
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MIRRORS,  Continued. 

Laryngeal. 


B1261 


Mackenzie’s,  spectacle  frame,  with  three  Laryngeal  Mirrors  and 
metal  handle,  complete  in  case  ...  ...  ...  ...  each 


2221 


2221 


Set,  consisting  of  six  mirrors,  fitting  into  metal  handles,  set  of  three 
Wylde’s  Ear  Specula,  Patent  Mirror  with  Spring,  Head  Band,  probe 
brushes  and  spare  brushes.  Complete  in  Silk  Lined  Case 


each 


2222  Ditto,  in  Strong  Metal  Bound  Case 

2223  ,,  in  Aseptic  Metal  ,, 

The  advantage  of  the  Patent  Mirror  with  spring  is  that  in  case 
of  breakage  the  mirror  can  be  at  once  replaced  at  small  cost. 

2228  Set  of  6’Mirrors,  various  sizes,  all  fitting  into  metal  handle,  in  case 
complete  ... 


)) 


£ s.  d. 

1 5 o 


1 10  o 

1 17  6 

2 10  o 


each 


12  6 


I 12 
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MIRRORS,  Continued. 

Laryngeal. 


2224 


2225 


2224  fixed  metal  handle,  oval,  nickel-plated 

2225  » n ,,  round 


2226 


2226  Metal  screw  handles,  nickel-plated,  6 sizes  .. 

2227  Handles  or  Mirrors  only 


2805 


each 


each 


2806 


2805  With  head  band  and  removable  back,  the  mirror  of  which  can  be 

replaced  in  case  of  breakage,  without  sending  frame 

2806  With  spectacle  frame  ditto  ditto 


s.  d. 
2 o 
2 o 


2 9 
1 6 


each 


10  6 
15  0 
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MIRRORS,  Continued. 


Rhinoscopic. 


2277  Revolving, 


each 


2278  Greville  Macdonald’s,  with  aseptic  handles,  nickel-plated  ...  each 


MOUTH  GAGS. 


2282 


2288 


2282 

2283 
2285 
2288 


Buxton  s,  with  ratchet  action,  aseptic,  nickel-plated 


Croft’s, 
Fergusson’s  ,, 
Mason’s 


set  screw 
ratchet 
set  screw 


22(y  I 


Rose’s  double, 


for  adults  and  children,  nickel-plated 


each 


1 5 o 


4 6 


15  0 
12  6 
10  6 
12  6 


6 


II4 
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MOUTH  GAGS,  Continued. 


2286 


2286  Green’s,  self-retaining,  nickel-plated 

2289  Wingrave’s  ,, 

2290  Heister’s,  screw  wedge 


2289 


2290 


each 


NAIL  CLEANERS. 

2293  Forged  steel,  fenestrated  handle,  nickel-plated 


each 


NAIL  NIPPERS. 


2292  With  spring,  nickel-plated 

NEEDLES. 


2292 


each 


Aneurism. 


2300  With  ebony  handles  ... 

2301  ,,  metal  ,,  nickel-plated 
2303  Combined,  with  Director  ,, 

Broad  Ligament. 


each 


2307 


2306  Nelson’s  full  curved,  aseptic  handle,  nickel-plated 

2307  Spencer  Wells’,  blunt 


each 


> > 


5 d 

7 6 
5 6 

8 6 


2 o 


o 


2 

2 

1 


o 

9 

9 


4 6 
6 o 


i 
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NEEDLES,  Continued. 


2308 

2309 

2310 


2308 


2310 


s*  d% 


Curved,  right  or  left,  aseptic  handle,  nickel-plated 
Rose’s,  curved  ,,  ,,  ,, 

Smith’s  Rectangular  ,,  ,,  ,, 


each  6 o 

» 5 0 

» 50 


Eye. 


2312  2313 

2312  Bowman’s  Stop,  in  ivory  or  aseptic  handles,  nickel-plated  ...  each 

2313  Saunders’ 

2314  Scarpa’s 


Fistula. 


3 9 
3 9 
3 9 


2320  Curved,  right  or  left,  aseptic  handles,  nickel-plated  ...  ...  each 

2321  Rectangular 

2322  Simpson’s  Tubular  ,,  ,,  ,, 


Hernia. 


2327  MacEwen’s,  curved,  right  or  left, 

2328  Watson  Cheyne’s  ,,  ,,  ,, 

2329  Wood’s,  full  curved, 


aseptic  handles,  nickel- plated...  each 

>>  >>  >>  •••  >> 

” >>  >>  • • • ) , 


5 6 
5 6 
5 6 


4 6 
5 o 
5 o 
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NEEDLES,  Continued. 

Naevus. 


2332  Liston’s,  ebony  handles,  nickel-plated 

2333  » metal  ,,  „ 

Ovariotomy. 


2335 


2335  Cullingworth’s,  aseptic  handle,  nickel-plated 

2336  ,,  rectangular,  ,, 

2337  Elder’s,  aseptic  handle,  nickel-plated 

2338  Lawson  Tait’s  ,,  ,, 


Post-Mortem. 


2343 

2341  Straight  ... 

2342  Half  curved 

2343  Double  ,, 

Perineum. 

2344  The  “ Universal,”  consisting  of  two  curved 

needles  fitting  into  one  handle,  which  by  means 
of  a ratchet  action  can  be  adjusted  to  any  angle. 
Complete  in  case  ...  each  13  6 


each 


each 


5 > 
5 > 
9) 


per  doz. 


S. 

2 


5 

4 

3 

4 


2 

2 

3 


2345 


2345  Straight,  aseptic  handle,  nickel-plated 
,,  Curved 


n 


each 

>> 


2 

2 
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NEEDLES,  Perineum.  Continued. 


2346  Croft’s,  large  curve,  aseptic  handles,  nickel-plated 

2347  Fowler’s,  aseptic  handle  ...  ,, 

2348  Ordinary  pattern,  aseptic  handle  ,, 

2349  Curved,  right  or  left,  aseptic  handles  ,, 


each 


5? 
5 5 
> 5 


4 

4 

3 

4 


d. 

6 

6 

o 

o 


Suture. 


2350  Half  curved,  assorted  sizes,  Nos.  1-20 
2352  „ ,,  nickel-plated  ,, 

2354  Full  curved  ,, 

2356  » » nickel-plated  ,, 


9 

10 



1 1 

12 

y y 
yy 


2357 

2357  Straight  flat,  assorted  sizes,  Nos.  1-20 

2358  ,,  triangular,  ,, 

2359  » ,,  ,,  ,,  nickel-plated 

2360  Double  curved  ,, 


2360 


per  doz. 
> » 

>> 


1 

1 

1 

1 


3 

9 


1 3 
1 3 
1 9 
1 9 


& irtai  0 


1 1 8 
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NEEDLES,  Continued. 


2362  2367 


2361  Spaying,  half  curved,  assorted  sizes,  3 to  4 inch,  3/-,  4^  to  6 inch  ...  per  doz. 

2362  Two-eyed  ,,  ,,  for  wire,  assorted  sizes...  ...  ...  ,, 

2363  _ ,,  straight  „ „ „ .. 

2367  Lister’s,  half  curved  ,,  ,,  ...  ...  ...  ,, 

2368  ,,  straight  ,,  ,,  ... 


s.  d. 

3 6 
1 9 

1 9 

1 9 

1 9 


2374 

2375 

2376 


2374 


No.  1 

Full  curved,  assorted  sizes  ...  3/3 

With  groove,  straight,  assorted  sizes 
Taper  points,  half  curved  ,,  ,, 


3/- 


3 4 

2/6  2/3  per  doz. 

. • • • 55 

... 


3 

3 


2378  Intestinal,  straight,  assorted  sizes 

2379  ,,  full  curved  ,,  ,, 

2380  ,,  half  ,,  ,,  ,, 

2383  Half  curved,  Nos.  123 

2384  Full  ,,  ,,  ,, 


2384 


per  doz. 


55 


2382  ,,  ,,  „ half  curved  ,, 


1 3 
1 3 

1 3 

2 o 
2 o 


2 

2 


o 

o 
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NEEDLES,  Continued. 


Suture.  <=, 


2387 


K) 


2386 

2386  Hagedorn’s,  straight,  sizes  1 to  14 

2387  ,,  half  curved  ,,  ,, 

23^^  , , full  , , , , , , 

2289  ,,  | in.  circle  „ ,, 


2369 

2370 

237x 


,,  straight 


per  doz. 

? 5 


n 


2385  With  Finger  ring,  slot  eye,  4 sizes,  nickel-plated  ...  ...  each 

2385A  Barker’s,  with  thumb  rest,  slot  eye  ,, 

2385B  ,,  improved,  with  crank  bend  and  thumb  rest,  nickel-plated... 


2390 

2390  Reverdin’s,  with  protected  eye,  in  aseptic  handle,  nickel-plated 

2391  DeMooij’s,  with  slot  eye,  nickel-plated 


2392 


each 

5 > 


2393 


- Q 

2394 

2392  Hare  Lip  Pins,  with  glass  heads,  2 inch  to  4 inch  ...  ...  per ‘doz. 

2393  „ „ „ ring  „ 

2394  Acupressure  „ glass  „ 3 „ 5 „ 


s.  d. 

1 9 

1 9 

2 o 

2 o 


2 3 

3 o 

2 3 


1 o 

1 9 

2 o 


10  6 
2 6 


1 o 

1 o 

2 O 
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2410 


2408 


2408  Sliding  metal,  nickel-plated.  Sizes  2xi,  8d.,  3x117,  iod.,  3 x if  inch 

NEEDLE  HOLDERS 


2399  2404 

2399  Glass,  with  metal  or  vulcanite  screw  caps,  suitable  for  various  shaped 

needles,  assorted  sizes... 

2404  Circular  glass  and  vulcanite,  large 

24°5  >>  5 5 ,,  medium  ...  ... 

24°6  >5  >>  ,,  small 

2407  Leather  folding,  book  form 


each 


2396  2397 

2396  Metal  Boxes,  with  partitions  for  holding  a supply  of  needles  suitable 

for  Hospitals.  Size  7IX3I  inch,  nickel-plated 

2397  Metal  Boxes,  with  spiral  spring  needle  holder  for  sterilizing.  Size 

3fx  2 mch,  nickel-plated 

2398  \ ulcanite,  straight  round,  3 inch  long  by  \ inch  diameter,  screw  top, 

to  hold  a dozen  needles 


each 


each 

55 


NEEDLE  CASES. 


2410  Hagedorn’s,  aseptic,  for  general  use 


medium,  13/6  large 


each 


15  0 


SURGICAL  INSTRUMENTS, 
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2411  Hagedorn’s,  aseptic,  for  fine  sutures,  nickel-plated 

2412  Roser’s  ,,  ,, 

2417  Hegar’s,  straight,  aseptic  ,, 

24:8  ,,  curved  ,, 

24J3  Needle  holding  Forceps,  aseptic  joints  ,, 


13  6 

7 o 

6 6 
6 6 
3 6 


2414 


2414  Galezowski’s,  nickel-plated,  with  finger  ring...  ...  ...  each  4 o 

24r5  I he  “Universal,”  an  improved  pattern,  suitable  for  Eye  Needles, 

holds  securely  without  danger  of  breaking  ...  ...  ,,  76 

2*j 20  Straight,  small,  aseptic  handle,  nickel-plated...  ...  ...  ,,  1 o' 

NITROMETER 


122 
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OINTMENT  INTRODUCERS. 


py 


n 


urn 

11 

n 


2425 


2428 


2425  Aliingham’s  boxwood  Square 

2426  >>  ,,  round 

2428  ,,  Vulcanite  ,, 

2430  Urethral  „ with  3 pipes 

,,  Boxwood,  with  4 inch  ivory  pipe 


2430 


each 


55 
55 
5 5 
55 


£ 5.  d , 

2 O 
I 


3 

6 


6 

o 

o 

6 


OPTHALMOSCOPES. 


2441 


2442 


244 1 

Nachet’s,  in 

case 

complete 

...  each 

12 

6 

2442 

Oldham’s 

5 5 

5 5 • • • • • • • • • 

...  n 

1 

1 

0 

2442A 

Brailey’s 

5 5 

)>  • • • • • • • • • 

• • 55 

1 

0 

0 

B 

Patton’s 

55 

5 5 • • • • • • • • • 

...  n 

1 

15 

0 

C 

Gower’s 

5 5 

,,  (modified  by  Nettleship) 

...  ; ) 

1 

18 

6 

— D 

Lindsay  Joh 

nson 

s,,  ...  ...  ... 

....  ) 5 

3 

0 

0 

E 

Bannister’s 

))  • • • • • • • • • 

...  5 5 

15 

0 
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OPTHALMOSCOPES,  Continued. 


2436  2437 

2436  Coxeter’s,  in  case  complete 

2437  Landolt’s,  „ „ 

2438  ,,  Improved,  in  case  complete 


2438  £ s.  d. 

...  each  100 

...  . ,,  1 16  o 

,,  2 10  o 


each  9 
,,  2 17 


2439  Liebreich’s,  in  case  complete 

2440  Morton’s  improved,  in  case  complete 


2439 


6 

6 


124 
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OPTHALMOSCOPES,  Continued. 


2443 

2444 


2445 


2445 

For  pocket,  in  vulcanite  case  ...  ...  ...  ...  each 


OSTEOTOMES. 

2447  Gowan’s,  nickel  plated  ...  ...  ...  ...  each  4 

— Retractors  for  use  with  same  for  deep  wounds  ...  ...  ,, 


s.  d 

10  o 
6 o 


5 9 


o o 
6 6 


OSTEOTRIBES. 

2449  Marshalls,  3 sizes,  f,  and  ~ inch,  aseptic  handles,  nickel  plated 


each 


7 0 


OTOSCOPES. 


2451 

2451  Toynbee’s,  with  India  rubber  tubing 

2452  Binaural  ,,  ,, 

2453  With  mohair  tubing  ... 


24 55  White’s,  with  silver  loop 


each 


5 J 


each 

n 


1 6 

4 0 
3 0 


7 6 

10  o 


SURGICAL  INSTRUMENTS. 


125 


PELVIMETERS. 


2456  Lumley  Earle's  Internal,  nickel-plated 


each 


2457  External,  nickel-plated 


2457 


ach 


PENCILS. 

2459  “ Dermatograph,”  for  marking  the  skin 

PERCUSSORS. 


each 


2462 


2462  Seitz’s,  ivory 

2463  ,,  vulcanite 


each 


2460  F rerich’s  nickel-plated  hammer  and  vulcanite  handle  . ...  each 

2464  Stern’s  ,,  with  soft  India  rubber  tip  ...  ... 

2465  Traube’s,  nickel-plated^hammer  and  vulcanite  handle  ...  ...  M 


126 
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PERCUSSION  THIMBLES  and  PLEXIMETERS. 


2471 


2468 


2476 


2473 


2468  Vulcanite,  with  red  India  rubber  tip 

2469  Round  (or  oval,  2476)  vulcanite  each  6d. 

2471  Seitz’s  ...»  „ iod. 

2473  Traube’s  graduated,  with  joints  German  silver  each  3/- 
2475  >>  ,,  glass 

PERFORATORS. 


ivory 


2479  Denman’s,  nickel -plated 

2480  Greenhalgh’s,  aseptic  ha 

2481  ' Holmes’  ,, 

2482  Oldham’s  ,, 

2483  Simpson’s  ,, 


nickel-plated  ... 

... 

... 

each 

6 

0 

. . . 

5 5 

^ 4 

0 

,, 

... 

... 

5 > 

19 

6 

n • • • 

. . . 

... 

18 

0 

? 5 ... 

... 

... 

19 

6 

PESSARIES. 


2497 


2492 


2491  Barnes’  gutta  percha  or  vulcanite  stem 

2492  ,,  ,,  „ ,,  ,,  „ with  bands  complete 

2495  Barr’s  vulcanite,  with  India  rubber  ring 

2496  Blackbee’s,  pliable,  India  rubber  covered,  6 sizes 

2497  Boxwood,  globular  or  oviform  ,, 


2495 


SURGICAL  INSTRUMENTS. 
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PESSARIES,  Continued. 


2500  2501  2502 


2500 

Copper  wire,  pliable,  India  rubber  covered, 

6 sizes 

2501 

)5  JJ  JJ  >5  5J  JJ 

6 „ 

2302 

,,  ,,  T.  homas  ,,  ,,  ,, 

3 » 

2304 

n Hodge  s ,,  ,,  ,, 

6 „ 

2504 

each 


? > 


s d. 
I 2 

I 2 
i 6 

1 2 


2510 


2499 


2508 


2499 

2508 

2509 

2510 


Matthew  Duncan’s,  boxwood 
Cutter’s  Cup,  for  Prolapsus 

5 5 5 5 5 5 5 5 

,,  Loop  ,,  Retroversion 


3 

3 

3 

3 


sizes 

5 5 • • • 

,,  with  bands  complete 

55  * * • • • • 


each 


5 > 


1 2 

2 6 
4 6 
2 3 


2525 


2511 


2515 


251 1 Cutters  Loop,  for  Retroversion,  3 sizes,  with  bands  complete 

2512  >>  >>  >,  Prolapsus  (modified  by  Thomas),  3 sizes 

25r3  >»  >>  »>  >>  >,  ,,  3 ,, 

with  bands  complete 

25J5  Cutter’s  Ring,  for  Prolapsus,  3 sizes 

25Jfi  >>  >»  ,,  ,,  3 ,,  with  bands  complete 

2525  Galabin’s  „ „ 6 „ 


each 

4 

0 

5 5 

2 

3 

5 5 

4 

0 

55 

2 

3 

5 5 

4 

0 

5 5 

1 

2 
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PESSARI ES,  iContinued. 


2527  2526 


2528 


2530 


2526 

2527 

2528 

2529 

2530 

2531 

2532 


Galabin’s  Cradle,  for  Anteversion,  6 sizes 
Godson’s  vulcanite,  nickel-plated  stem,  6 sizes 
Greenhalgh’s,  pliable,  India  rubber  covered,  6 ,, 


6 ,,  with  1 rubber  bar 


> 5 

> > 

? 5 

J > 

5 J 

0 

5 > 

Willi 

1 

L UdI 

> J 

5 5 

5 J 

J ? 

5 ? 

6 

? J 

> J 

2 

5 5 

5 ) 

>> 

J J 

? • 

J 5 

5 > 

6 

5 J 

5 J 

3 

5 J 

> 5 

) J 

5 J 

? > 

5 ) 

? > 

6 

5 J 

5 5 

4 

5 > 

2531  s d 


each  1 4 


5 J 

3 

0 

5 ) 

0 

10 

> 5 

0 

1 1 

J J 

1 

0 

5) 

1 

1 

>> 

1 

2 

2538 


2534 


2534  Greenhalgh’s  padded  ... 

2535  ,,  filled  with  combination  fluid 

2538  Hewitt’s  Cradle,  for  anteversion,  vulcanite,  6 sizes 

2540  ,,  Ring,  vulcanite,  10  sizes 

2541  ,,  ,,  celluloid,  ,, 


2 6 

3 3 
1 10 

0 9 

1 6 


2542  2543 

2542  Heywood  Smith’s,  vulcanite, 

2543  >>  ” , »» 

2544  Hodges’,  celluloid 

2546  ,,  ,,  pliable 

2547  >>  metal  ,, 

2548  ,,  vulcanite 


2544 

4 sizes 

4 » 

12  ,, 

6 „ 

9 » 
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PESSARIES,  Continued 


2550 


2552 


2555 


2549  Hodge’s,  vulcanite,  with  1 cross-bar,  6 sizes 

255°  >>  5J  y>  2 ,,  6 ,, 

2551  >>  5)  j)  3 >>  b ,, 

2552  ,,  ,,  horse-shoe  pattern 

2555  India  Rubber,  oval,  inflating  with  stopcock 
2566  ,,  ,,  round,  ,,  ,, 


66 

5. 

each 

0 

9 

1 1 

0 

9 

J 5 

0 

10 

> > 

0 

9 

n 

2 

6 

n 

2 

6 

2557 


2557 

2558 

2559 
2561 


India  rubber,  oval,  inflated 
,,  round,  „ 

„ ring,  solid 

,,  inflating,  pear  shape,  with  stopcock,  4 sizes 


2568  2564  2572 


2564 

2568 

2569 

2570 

2571 

2572 

2573 


India  rubber,  inflating,  globular,  with  stopcock,  4 sizes  ... 

’»  >j  pear  shape,  ,,  and  brass  pump  for 

inflating,  4 sizes 

Brass  Pumps  only 
,,  Stopcocks  only 
Vulcanite  Stopcocks  only 

Macintosh’s  Vulcanite,  with  bands  complete,  3 sizes 

” ’’  >>  >>  >>  •••  ... 


2573 

each  2 6 


4 6 

2 3 

1 o 

o 8 
4 o 
4 o 


2576 


2577 


2588 


2574  Napier’s  India  rubber... 

2575  n ,,  with  bands  complete 

2576  Playfair’s  anteversion 

2577  Vulcanite  ring 

2586  Simpson’s  shelf,  gutta  percha 
2588  ,,  vulcanite 


4 sizes  ... 

2574 

each 

4 » 

55 

3 >> 

55 

7 » 

55 

6 „ ... 

55 

6 , , ... 

5 5 

2591 


2592 


2591  Spiral  spring,  stout,  covered  with  India  rubber 

2592  Thomas’  Anteversion,  vulcanite,  3 sizes 


2593 


Anteflexion 


2593 


each 


130  CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 

PESSARIES,  Continued. 


2594  - 2595  2596 

2594  Thomas’  Anteflexion,  with  cup  and  stem,  3 sizes 

2595  5 > „ ,,  » lever,  3 „ 

2596  ,,  Anteversion  3 ,, 

2597  ,,  ,,  with  movable  bars,  3 ,, 

2598  ,,  pliable  ,,  vaulted  bottom,  3 ,, 


2597 


2598 


each 

2 

9 

55 

3 

6 

55 

2 

3 

55 

2 

3 

55 

1 

9 
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PESSARIES,  Continued. 


2599  Thomas’  Retroversion,  square  top,  vulcanite,  6 sizes 

2600  „ ,,  round  ,,  ,,  6 ,, 

2601  Vulcanite,  round,  concave  ...  6 ,, 

2603  Fowler’s,  vulcanite  ...  ...  3 ,, 


each 

»» 


2 

2 

1 

2 


2605 

2606 

2607 

2608 


2605  2607 

Watch  Spring,  15  sizes 

>>  ,,  15  ,,  extra  stout 

55  » with  diaphragm,  plain 

>>  >>  >>  ,,  perforated  ... 


2610 

2610  Watch  Spring,  filled  with  combination  fluid,  12  sizes 

2611  Schofield’s,  vulcanite,  4 sizes 

2^12  r >>  >>  4 »!  with  bands  complete 

2613  Wood’s,  porcelain  3 ,, 

>>  >>  3 >>  with  bands  complete 

2015  „ vulcanite  3 ,, 

^ ' ' ••• 

>»  >>  3 »>  with  bands  complete 


2613 


each  3 

„ 1 

» 3 

„ 1 

» 3 

» 3 

» 5 


d 

o 

o 

o 

9 


o 

3 

6 

6 


3 

9 

3 

3 

o 

6 

3 
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PESSARIES,  Continued. 


2621  2619 

2619  Zwanky’s  “ Butterfly,”  all  vulcanite,  assorted  sizes 

2621  ,,  vulcanite,  with  patent  metal  lock  stem 

2622  ,,  ,,  ,,  ,,  screw  ,, 

INTRAUTERINE. 


2622 

each 


) 5 


2640  2641 

2640  Bantock’s  gilt,  with  introducer 

2641  Boulton’s  expanding,  plain  metal,  with  introducer 

2642  Chamber’s  ,,  vulcanite 

2643  ,,  ,,  ,,  with  introducer 

2644  Wright’s  steel,  with  introducer 


2643 


s-  d. 
2 6 
2 9 

2 6 


2644 

each 

10 

0 

>> 

10 

9 

n 

2 

6 

>> 

6 

0 

0 
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J33 


PESSARIES,  Continued. 


2646  2649  2650 

2646  Chamber’s  German  silver  branches 

2647  >>  >,  ,,  with  introducer 

2649  Greenhalgh’s  galvanic 

2650  „ vulcanite,  perforated,  6 sizes  ... 

2652  Meadows’  glass 


2653  2655  2656 

2653  Simpson’s  Galvanic  ... 

2655  Vulcanite,  Expanding... 

2656  ,,  Plain 

2657  Wynn  Williams’,  with  support  ... 

2658  ,,  ,,  ,,  ,,  and  introducer 

PLUGS.  Catheter. 

2664  Hutchinson’s,  nickel-plated 


Nasal. 


2 6 

2 3 
1 3 

3 o 

4 6 


2 o 


2666 

2666  Howard’s,  with  inflator 

2667  Cooper  Rose’s,  ,, 

2668  Asch’s,  celluloid,  perforated,  5 sizes 
.2669  Walsham’s,  vulcanite... 


2668  2669 

each  4 9 

...  ...  ,,  4b 

•••  •••  I Q 

per  pair  2 9 
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PLUGS. 

Rectal. 

2671  Elastic  Gum 

2672  Metal,  nickel-plated  ... 


each 


2 3 

1 6 


Tracheotomy. 


2674 


2674  India  rubber  for  closing  tracheal  wound 

POCKET  DRESSING  CASES. 


each 


2679 


2681 


2679 


2680 


2681 


2682 


Set,  consisting  of  Bow  Dressing  Forceps,  Spring  Forceps,  Dressing 
Scissors,  Spatula,  Silver  Probe,  Caustic  Holder  with  silver  quill, 
Bleeding  Lancet,  Needles  and  Silk. 

In  leather  folding  case 

Set,  consisting  of  Bow  Dressing  Forceps,  Spring  Forceps,  Dressing 
Scissors,  Caustic  Case  with  silver  quill,  Silver  Probe,  Director,  Gum 
Lancet,  Scalpel  and  Abscess  Lancet,  Needles  and  Silk. 

In  leather  folding  case 

Set,  consisting  of  Dressing  Forceps,  Dressing  Scissors,  Artery 
Forceps,  Spatula,  Caustic  Case  with  silver  quill,  straight  and  curved 
Bistouries,  Syme’s  Knife  and  Gum  Lancet,  Scalpel  and  Finger  Knife, 
(all  with  French  lock  backs),  Director,  Exploring  Trocar,  Female 
Catheter,  Probe,  Needles  and  Silk. 

In  leather  folding  case 

Set,  consisting  of  Bow  Dressing  Forceps,  Spring  Forceps,  Dressing 
Scissors,  Spencer  Well’s  Artery  Forceps  with  lock  joint,  Caustic 
Case  with  silver  quill,  Spatula,  Director,  2 Silver  Probes,  Finger 
Knife,  Gum  Lancet,  Tenaculum,  curved  Bistoury,  Abscess  Lancet, 
needles  and  Silk. 

In  leather  folding  case 


each 


£ s 

1 


d 

6 


18  6 


„ 1 7 0 


250 


1 17  6 
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2684  2685 

2684  Army  Regulation  Set,  consisting  of  curved  and  straight  Bistoury, 
Syme’s  Knife  and  Scalpel,  Tenaculum  and  Gum  Lancet,  Male  and 
Female  Catheter,  Caustic  Case  with  Silver  Quill,  Director  and 
Aneurism  Needle,  Artery  Forceps,  two  Dieffenbacb ’s' Artery  Forceps, 
Bow  Dressing  Forceps,  two  Lancets,  two  Probes,  Angular  Scissors, 
Spatula,  Hypodermic  Syringe,  Clinical  Thermometer,  Suture  Needles, 
Silk  and  Wire.  In  leather  folding  case 

2685  Set,  consisting  of  Dressing  F orceps,  straight  Dressing  Scissors,  Angular 
Scissors,  Bistoury,  Gum  Lancet,  Abscess  Lancet,  Seton  Needle, 
Scalpel  and  Tenaculum  in  skeleton  handles,  Director,  Probe,  Spatula, 
Needles  and  Silk.  In  leather  folding  case 

2686  Miniature  Set,  consisting  of  Dressing  Forceps,  Dressing  Scissors, 
Caustic  Holder  with  silver  quill,  Probe,  grooved  Needle  and  Director, 
Syme  & Paget’s  Knife,  Needles  and  Silk.  In  leather  folding  case  ... 


£ s.  d. 
each  450 


5 5 


IO  O 


5 ? 


2 6 


2697  2700 

2697  Set,  consisting  of  Dressing  Scissors  with  lock  joint,  Spencer  Wells’ 
Artery  Forceps,  Spring  Forceps,  Spatula,  Caustic  Holder  with  Silver 
Quill,  Exploring  Trocar,  Probe  and  Director,  Ear  Scoop,  Probe  with 
Eye,  Syme’s  and  Paget’s  Knife,  Curved  and  Straight  Bistouries,  both 
with  French  lock  backs,  Needles  & Silk.  In  aluminium  case,  size  5^-  x 3m. 

2698  Ditto,  in  nickel-plated  case 

2700  Set,  consisting  of  Dressing  Scissors  with  lock  joint,  Tenaculum  Forceps, 
Artery  Forceps,  Syme’s  Knife  and  Scalpel,  in  aseptic  take-off  scales, 
Dressing  Forceps,  Spring  Forceps,  Probes,  Director  and  Aneurism 
Needle.  In  aseptic  case,  nickel-plated,  and  soft  leather  pouch 


each 


200 
1 17  6 


1 10  o 


1 36 
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POCKET  DRESSING  CASES,  Continued. 


2701  Set,  consisting  of  6 assorted 
Scalpels,  Artery  Forceps,  Dressing  For- 
ceps, Dressing  Scissors  with  lock  joint, 
Ear  Scoop  and  Hook,  and  Silver  Probe. 
In  metal  case,  nickel-plated,  and  leather 
pouch  ...  ...  each  176 


2701 


2704  2705 

2704  Set,  consisting  of  Straight  Dressing  Scissors,  Scissors  curved  on  flat, 
both  with  aseptic  joints,  2 Scalpels,  Artery  Forceps,  Spring  Forceps, 
Tenaculum  Forceps,  and  Probes. 

In  metal  case,  nickel-plated  ...  ...  ...  each 

2705  New  Army  Regulation  Set,  consisting  of  Dressing  Scissors,  2 pairs 
Spencer  Wells  Artery  Forceps,  with  Collin’s  lock  joints,  Dissecting 
Forceps,  Syme’s  Knife  and  Scalpel,  with  metal  take-off  scales,  Clinical 
Thermometer,  in  Bayonet  catch  case,  Hypodermic  Syringe,  Tabloids 
in  metal  case,  Director  with  Fraenum  Slit,  Needles,  Silk  and  Wire. 

In  metal  case,  nickel-plated  ...  ...  ...  ,, 


'v. 


£ 

1 7 


2 10 


2706  Set,  consisting  of  Dressing  Scissors  with  Collin’s  lock  joint,  Spencer 
Wells’  Artery  Forceps  with  Collin’s  lock  joint.  Dissecting  Forceps, 

Scalpel  and  Paget’s  Knife,  Ear  Scoop  and  Director,  Silver  Probe, 

Needles,  Silk  and  Wire. 

In  metal  case,  nickel-plated  ...  ...  ...  ,,  1 10 

2707  Set,  consisting  of  Dressing  Scissors,  Spencer  Wells’  Artery  Forceps, 
both  with  Collin’s  lock  joints,  Sinus  Forceps,  Dissecting  Forceps, 

Syme’s  and  Paget’s  Knife,  Double  Curved  Bistoury,  and  Finger  Knife 
and  Scalpel  in  metal  scales  to  take  apart,  Caustic  Case  with  silver 
quill,  Exploring  Trocar  with  metal  handle,  Ear  Scoop  and  Director, 

Clinical  Thermometer,  Silver  Probe,  Needles,  Silk  and  Wire. 

In  metal  case,  nickel-plated  ...  ...  •••  >>  2 J5 

Any  of  the  above  cases  can  be  modified  to  suit  requirements,  and  special  cases  made  to  order. 


d 

6 


o 


o 


o 
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POLITZERISATION  APPARATUS. 


2714 


2714 


Gardiner  Brown’s 


with  plug  mount  and  Eustachian  Catheter 


each 


2715  2717  2718 

2715  Lennox  Browne’s 

2716  Allen’s,  with  single  nose-piece 

2717  v „ double  ,, 

2718  Politzer’s,.  with  single  nose-piece  ...  ...  4 oz.,  3/6  6 oz. 

b 1 22 1 ,,  ,,  vulcanite  box  to  contain  Iodine  sponge  ... 


o 

6 

o 

3 

6 • 


B1221 


each 


5 5 
55 
5 5 
5 5 


4 

6 

7 

4 

8 


2722 

2722  Dundas  Grant’s  self-inflator  ...  ...  ...  ...  each 

Macnaughton  Jones’,  complete 
— Mark  Hovell’s  ' ,, 

it  •••  •••  •••  •••  •* 

C'  . • 


2 

9 

7 
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POST-MORTEM  CASES. 


2725 

2725  Set,  consisting  of  Saw,  Catlin,  Chisel,  and  Cartilage  Knife,  fitting 
in  one  handle,  3 Scalpels,  Scissors,  Blow-pipe,  and  Needles. 

In  brass  bound  mahogany  case 

2726  Set,  consisting  of  Saw,  Chisel,  Catlin,  and  Cartilage  Knife,  fitting  in 
one  handle,  6 Scalpels,  Scissors,  Blow-pipe,  Chain  Hook,  and  Needles. 

In  brass  bound  mahogany  case 

2727  Set,  consisting  of  Saw,  Catlin,  Chisel,  Cartilage  Knife,  2 Scalpels, 
Hammer,  Spine  Wrench,  Blow-pipe,  Chain  Hook,  and  Needles. 

In  brass  bound  mahogany  case 

POWDER  DREDGERS. 


£ s.  d. 

each  1 10  o 


200 


300 


2730 


2733 

large,  2/-,  medium,  1/6 


2737 

2730  Vulcanite 

2733  ,,  "and  glass  barrel 

2737  ,,  "With  revolving  metal  tops 

2738  ,,  ,,  „ vulcanite  tops 

2740  Japanned,  plain 

2741  Glass,  octagon,  with  nickel-plated  screw  caps 

2742  ,,  round  ,,  ,,  ,,  >> 

PROBANGS. 


2741 

small 


each 


per  doz. 


0 10 

1 3 

2 
2 
1 

4 

4 0 


9 

6 

9 

3 


2746  Whalebone  stems,  straight 


2747 


curved 


per  doz.  10  o 
10  o 
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PROBANGS,  Continued. 


2748  s d 

2748  Bristle,  expanding  ...  ...  ...  ...  ...  each  2 o 

2749  ,,  ,,  with  nickel-plated  ring  ...  ...  ...  „ 3 o 

2750  With  coin  catcher,  to  unscrew  in  centre  ...  ...  ' ...  ,,  60 


PROBES. 

Aural. 


2753 


2755 


2753  Bronner’s,  aluminium... 

2754  Hartmann’s,  double  fine,  silver  ... 

2755  Napier’s,  aluminium,  serrated  at  both  ends  . 

2756  Whalebone,  conical  ... 

2757  ,,  bulbous  ... 

Bullet. 


each 


1 6 

2 9 
1 6 
1 o 
1 o 


2760 


2762 


2760 

Plated 

6 ifich,  i/- 

8 inch,  1/6 

10 

inch,  2/- 

12 

inch 

each 

2761 

Silver 

...  6 ,,  2/- 

8 „ 3/- 

10 

» 4: 

12 

>> 

2762 

Eye. 

Nelaton’s, 

with  porcelain  tips 

5 

„ 2/6 

8 

>> 

— S} 

2764 


2765 


2764  Anel’s,  3 sizes  ...  ...  ...  ...  ...  each 

2765  Bowman’s  set,  with  Critchett’s  fine  grooved  Director,  in  case  complete  per  set 


2 6 

5 3 

3 o 


o 10 
7 o 


2766 

2766  Bowman’s  Bulbous,  for  Nasal  Duct,  set  of  6 in  case  ...  ...  per  set  9 6 
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PROBES,  Continued. 

Eye. 


2767 

2767  Bowman’s  Lachrymal,  plated 

2768  ,,  ,,  silver 

2769  Nettleship’s  conical  ... 


2770 


s. 

1 

2 

I 


2770 

2771 


2771 

Walton’s  conical,  set  of  3 in  case,  silver 
Weber’s,  silver 


per  set 
each 


6 

4 


d 

6 

6 

8 


6 

o 


2772  Bronner’s  aluminium,  for  cotton  wool 


Nasal. 


2774  Baber’s  pliable,  metal,  nickel-plated 


each  3 6 


each  1 3 


Pocket  Case. 


2777 

2775  Double  blunt,  nickel-plated  ...  ...  ...  ...  each  o 4 

2776  „ „ silver  ...  ...  ...  ...  ...  ,,  09 

2777  Blunt,  with  eye,  nickel-plated  ...  ...  ...  ...  ,,  06 

2778  „ „ „ silver  ...-  ...  ...  ...  „ o 10 

2779  Sharp  „ ,,  „ ...  ...  ...  ...  „ o 10 

2781  Roser’s,  fine  celluloid...  ...  ...  ...  ...  ,,  07 

2784  Celluloid  Cases  to  contain  above ...  ...  ...  ...  ,,  1 o 


SURGICAL  INSTRUMENTS 


I4I 


PROBES,  Continued. 

Uterine. 


2789 


2791 


2792 

2789  Playfair’s,  aluminium,  with  aseptic  handles  ... 

2791 

2792 


conical 

olive 


55 
5 5 


5 5 
5 5 


2793  2796 

2793  Without  cases,  15,  30,  or  60  seconds 

2796  With  nickel-plated  Protectors,  15,  30,  or  60  seconds 

2798  In  tripod  wood  stands,  15,  30,  or  60  seconds... 

2799  Wood  cases  for  2793  ... 


each 

5 5 
55 


2798 


per  doz. 
each 

55 

per  doz. 


RASPATORIES, 

Osteotomy. 


2802 


5.  d. 

2 O 
2 O 
2 O 


5 3 

I o 
I o 
4 o 


2804 


2802  Chance’s  double  ended,  aseptic,  nickel-plated 

2803  Durham’s  „ 

2804  St.  Thomas  pattern,  sharp  or  round  pointed,  aseptic,  nickel-plated 


each 

y y 
yy 


7 ° 

5 o 

6 6 
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retractors, 

Abdominal. 


2810 


2809  Sharp,  3 prongs,  aseptic,  nickel-plated 

2810  ,,  A 

” T >>  >>  5, 


2813 


Light  pattern,  wire,  nickel-plated 
Heavy  ,,  ,,  ,,  large  size 

Durham’s  aseptic  3 sizes  ...  f-in< 


2811 

2812 

2813 

2814  Double  hook  pattern  4 

2815  ,,  blunt 

2816  Parker’s  plain,  6 sizes,  ■ 

Eye. 


f-in.  6/-  f-in.  7/-  f-in.  8/-  if-in. 


each 


s d 
3 6 
3 9 


2814 

each 

2 

5 5 

3 

f-inch 

n 

9 

if-in. 

n 

9 

... 

5) 

5 

6 1 f-in 

n 

2 

o 

o 

o 

o 

6 

9 


2819  2820  2821 

2817  Bowman’s,  with  stop  screw,  nickel-plated 

2819  Critchett’s  . ,,  ,,  ,,  ,, 

2820  Desmarre’s,  ivory  or  metal  handles,  4 sizes  .. 

2821  ,,  Folding,  nickel-plated 

2822  Graefe’s,  with  stop  screw  ,, 


n 

n 

yj 

n 


6 

0 

9 

9 

o 
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RETRACTORS,  Continued. 

Eye. 


2826 

2826  Noyes’  spring,  nickel-plated 

2827  „ with  slide  ,,  latest  pattern 

2828  Schweigger’s,  with  rack,  nickel-plated 

2829  Weiss’,  with  stop  screw  ,, 

Post-Mortem. 


2828 


2829 

each 


5 5 
5 5 
55 


3 

2 

5 

5 


d 

6 

o 

o 

6 


2833 


2833  Blunt,  aseptic,  nickel-plated 

RIB  SHEARS. 


each 


3 3 


2836 


2836  Aseptic,  with  spring,  nickel-plated 

SAWS, 

Amputation. 


each  10  6 


sun 


2841  2839 

2839  Butcher’s,  with  2 spare  blades,  ebony  handle,  nickel-plated 
2&4°  » ,•  aseptic  ,,  ,, 

2841  Fergusson’s,  with  movable  back  and  fenestrated  aseptic  handle 


each 


> > 


170 
1 10  o 
9 o 


*Wv^WWVAM\\v\M\WVVVHvVVVV^yVWVVW.V 

2842 


2842  Aseptic,  to  take  apart,  with  fenestrated  aseptic  handle,  nickel-plated, 

14  inches  long 


each 


17  6 


*4  4 
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SAWS,  Continued. 

Amputation. 


2848  2846  s d 

2S46  Metacarpal,  with  aseptic  handle,  nickel-plated  ...  ...  each  8 6 

2847  Finger  „ ebony  „ „ ...  3 0 

2b4b  >>  ,,  aseptic  „ ,,  ...  ...  ,,  40 

Chain. 

2850  With  Guide  and  aseptic  handles,  complete  in  case  ...  ...  each  17  6 


Keyhole.  

riiTT  .TTTPTlT-r-^^^^ 

2852 

2852  With  aseptic  handles,  nickel-plated  ...  ...  ...  each  5 o 


Nasal. 


2855 

2855  Bosworth’s  straight,  with  aseptic  handles,  nickel-plated ...  ...  each  5 o 


2856  Bosworth’s,  for  cutting  downwards  (A),  upwards  (B),  with  aseptic 

handles,  nickel-plated  ...  ...  ...  each 

Post-Mortem. 


2859 


metal 


5 6 


9 o 
10  6 


SURGICAL  INSTRUMENTS 


i45 


SAWS,  Continued. 


Skull. 


2862  Gigli  s Thread,  for  skull  and  general  subcutaneous  osteotomy 

2863  Hook  Handles,  for  above,  nickel  plated 

2864  Hey’s,  with  ebony  handle 

2865  >>  » aseptic  ,,  nickel  plated 


s.  d. 

each  o 9 

per  pair  4 9 

each  3 9 

» 5 9 


SCALERS,  Tooth. 

2866  Various  patterns,  with  steel  octagon  handles... 


each  1 2 


SCARIFICATOR. 

2868  Best  quality,  with  12  blades 


each  1 1 o 


SCISSORS,  Aural. 


2870  Berthold’s,  nickel  plated 

2871  Trautmann’s 


each 


12  o 
10  o 


Bowel. 


2876  Strong  nickel  plated  ... 


each 


6 o 


146 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


SCISSORS,  Continued. 

Cleft  Palate. 


2878  Full  curved,  with  aseptic  joint,  nickel-plated. 

Dissecting. 


2880  Nickel-plated 

Dressing. 


each  1/6 


2884 


2884  Angular,  screw  joints,  nickel-plated 

2885  ,,  aseptic  ,,  ,, 

2886  Curved  on  flat,  screw  joints  ,, 

2887  ,,  ,,  aseptic  ,,  ,, 

2888  Straight  blunt  points,  screw  joints,  nickel-plated 

2889  do.  aseptic  ,,  ,, 

2890  ,,  one  blunt  and  one  sharp  point  ,, 

2891  „ „ ,,  ,,  aseptic  joints 


each 


54 

i/9-  2/3 


2889 


s d 
8 6 


6 in. 

2/9 


4 

44 

5 

54 

6 ir 

each 

- 

2/6 

3/' 

3/6 

4/- 

55 

— 

3/- 

3/6 

4/- 

4/6 

5 5 

— 

3/- 

3/6 

4/- 

4/6 

5 5 

— 

3/6 

4/- 

4/6 

5/- 

5 5 

1/6 

!/9 

2/- 

2/3 

2/9 

5 5 

2/- 

2/3 

2/6 

2/9 

3/3 

55 

— 

i/9 

2/- 

2/3 

2/9 

5 5 

— 

2/3 

2/6 

2/9 

3/3 
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SCISSORS,  Continued. 

Dressing. 


2892 


2895 


2896 


2892 

2893 
2895 


Straight,  both  points  sharp,  screw  joints,  nickel-plated 
5 5 55  ,,  aseptic  ,, 

Curved,  blunt  points,  screw  joints 


2896  Straight, 

2897 

Eye. 


Probe  point 


5 5 
5 5 


J 5 
5 > 

5 > 
5 > 


2897 


4i 

5 

52 

6 in 

each  1 jg 

2/- 

2/3 

2/9 

» 2/3 

2/6 

2/9 

3/- 

? 5 

3/- 

3 '6 

— 

5 ? 

2 /- 

2/3 

— 

J J 

2/6 

2/9 

— 

2901  Angular  on  flat,  with  sharp  points,  aseptic  joints,  nickel-plated 


each 


2902 


for  Iris 


s.  d. 

3 6 
3 6 


2904 


3 6 
3 6 
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SCISSORS  Continued, 


2905  Curved  on  flat,  sharp  points,  for  Iris,  aseptic  joints,  nickel-plated  ...  each 

2907  ,,  ,,  blunt  ,,  ,,  strabismus  ,,  ,, 

2908  ‘ ,,  ,,  ,,  ,,  ,,  excision 


2910  Stevens’  Tenotomy,  curved  on  flat,  aseptic  joint,  nickel-plated  ..  each 


2914  Straight  blunt  points,  for  strabismus,  aseptic  joints,  nickel-plated  ...  each 
291:5  ,,  probe  ,,  ,,  ,,  ,,  ,,  ,,  •••  >> 


s.  d. 
3 6 
3 6 
3 6 


4 6 


3 6 
3 6 


3 6 
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SCISSORS, 

Eye. 


Continued. 


2920 


2919  Noye’s,  curved,  for  Iris,  nickel-plated 

2920  ,,  straight  ,,  ,, 


each 


s.  d. 

9 6 
8 6 


Fistula. 


2925  Fergusson’s,  nickel-plated 


2925 


Fr/enum 


2927  Nickel-plated 

Hare-Lip. 


2929  With  sliding  blade,  nickel-plated  ... 


each  7 o 


each  2 o 


each  6 6 


Nail. 

293°  Curved  on  flat  ...  ...  ...  ...  •••  each  2 o 

2931  Straight  ...  ...  ...  ...  ...'  ...  » 16 

Nasal. 


2932  Heymann’s,  with  aseptic  joints,  nickel-plated 

2933  Schotz’s,with  aseptic  joints,  nickel-plated 


each  5 6 

each  6 6 
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SCISSORS,  Continued. 

Post-Mortem. 


2934  With  ball  end  for  ducts 

29 35  >>  fine  and  blunt  point  for  ducts 


Skin  Grafting. 


2936  Nickel-plated 


2936 


£ s.  d 

each  5 o 

»«  3 6 


each  100 


Uterine. 


2940 

2940  Bozemann’s,  Double  Curved,  aseptic  joints,  nickel-plated 


each  7 6 


2943  Curved  on  flat, 

2944 

2945 


2943 

blunt  points 
,,  and  sharp  points 
sharp  points 


6 

6 

6 

6 
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SCISSORS,  Continued, 

Uterine. 


2946 


2948 


2946  Straight  blunt  points 

2948  ,,  ,,  and  sharp  point 

2949  ,,  sharp  points 

2950  Emmet’s,  full  curved  on  flat  to  the  right 

2951  » „ „ „ left 

2952  ,,  half  curved  to  the  right 

2953  >»  „ „ „ left 

2954  Pratt’s,  double  curved  on  flat 

The  “ Hansa.” 


2949  2952 

aseptic  joints,  nickel-plated 


2954 


each 


5. 

5 

5 

5 

7 

7 

7 


d 

6 

6 

6 

6 

6 

6 


44 

each  2/9 


5 m. 

3/- 


2956  With  sharp  or  blunt  points,  nickel-plated 


co 
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SCISSORS,  Coutinued. 

The  "Hansa.” 


2959  Shears,  with  sharp  point,  nickel-plated  71-in.  4/-  71-in.  5/-  71-in.  each 

2960  „ ,,  Probe  „ ,,  ...  ... 

. . . 

SCOOPS, 

Aural. 


s.  d. 
6 O 
4 6 


avid  2976 

2975  Coxeter’s,  with  aseptic  handles,  nickel-plated  ...  ...  each 

2976  Politzer’s,  vulcanite  ...  . 


2977 

2977  Combined  with  cotton  wool  Introducer,  in  ivory  case  ...  ...  each  6 0 


2979 


2980  • 

2979  With  Spatula,  nickel-plated 

2980  Combined  with  Director,  aluminium 
2982  Lister’s,  for  hard  wax,  nickel-plated 


2983 


Politzer’s,  nickel-plated 


each 
> > 

>> 


1 6 

1 o 

2 o 


each  7 6 
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SCOOPS,  Continued. 


2987 

2986  Stanley  Boyd’s,  double  ended,  nickel-plated  ... 

2987  Jacobson’s,  with  oval  ends,  double  ended,  nickel-plated  ... 


each 

5 5 


2988 

2988  \ olkmann’s  oval,  3 sizes,  in  aseptic  handles,  nickel-plated  ...  each 


2989 

2989  Volkmann’s  round,  6 sizes,  in  aseptic  handles,  nickel-plated  ...  each 


2991 


s.  d. 

5 o 

6 o 


5 o 


5 o 


mmtmm 


2992 

2991  Volkmann’s  double  ended,  round,  nickel-plated  ...  ...  each 

2992  „ >>  ,,  oval  ,, 


Bullet. 

2993  Double  ended,  nickel-plated  ...  ...  ...  each 

Lithotomy. 


2995  Double  ended,  nickel-plated 

Mastoid. 


2995 


each 


29! 

— 


2999  Lane’s,  with  fine  chipper,  nickel-plated 


4 3 

5 3 

3 6 


5 o 


7 6 


each 


1 54 
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SCOOPS,  Continued. 

Mastoid. 


3000 


3000  McEwen’s  scoop  and  seeker,  round  or  oval,  nickel-plated 

SHEARS, 

Bandage. 


£ s.  d . 

each  6 o 


each 


SKELETONS. 


from  £5  to 
» £3  10  to 


3011 

3005  Female  Pelvis  and  Foetal  Skull,  natural  ligament  ... 

Leather  Figure,  with  Foetus  and  Placenta  for  obstetric  demonstrations 
Feet  or  Hands,  strung  on  catgut 
Vertebral  Column  .,  ,, 

Articulated  Skeletons,  in  box 
Dis- Articulated  Skeletons,  in  box 
Articulated  Skulls,  in  box 

„ ,,  ,,  horizontal  and  vertical  section 

Dis- Articulated  Skulls,  in  box  ...  . •••  fron* 

3011  Half  Skeletons,  consisting  of  skull  with  horizontal  section,  the  vertebral 
column,  sacrum,  sternum,  os  innominatum,  scapula,  clavicle,  humerus, 
radius,  ulna,  one  hand,  one  foot,  femur,  patella,  tibia  and  fibula,  and 
ribs  of  one  side,  in  box  complete  ...  •••  from  £2  12  to 

Prices  subject  to  fluctuation. 

SNARES, 

Aural  Polypus. 


8 o 


276 
4 10  o 

7 6 
^10 
900 
4 10  o 

15  o 
1 5 0 

1100 


3 3 0 


3012  Baber’s  fine,  nickel-plated 

3013  Blake’s  >> 


each 

n 


9 6 

6 o 
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SNARES,  Continued. 


Nasal  Polypus. 


3014  Blake's,  nickel-plated  ... 

3015  Hartmann’s,  with  5 various  fittings,  in  leather  case  complete 

3016  Single  Canula,  with  wire,  nickel-plated 

3017  Double 


3016 


each 


b o 
[5  o 
2 6 

4 6 


3018 
3010 
3021 
3020 


Mackenzie’s,  nickel-plated 
Wylde’s  ,, 

,,  improved  pattern,  with  joint,  nickel-plated 
Schmidt’s,  with  two  canulas 


each 
} > 


£ *.  d, 

1 1 o 

7 6 
15  o 

Q O 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


j56 


SOUNDS. 

Bladder. 


3024  Female,  silver-plated  ... 


3024 


each 


5,  d. 

3 o 


jilMiaaSai 


3025 


3025  Thompson’s  hollow,  graduated,  silver-plated... 


each 


9 o 


3027  Thompson’s  improved,  silver-plated 


3027 


each  7 6 


Eustachian. 

3032  Fine  celluloid,  for  use  through  Eustachian  catheter,  set  of  6 in  case 

3033  Ditto  ditto  ditto  ditto  separately 


each 

3 3 


Laryngeal. 


3035 


3035  Frankel’s  copper,  nickel-plated  .. 

Lithotomy. 


3036  Silver-plated 

Urethral. 


3039  Lister’s  steel,  with  bulb  ends,  12  sizes,  English  gauge,  ^ to  1\ 


3 o 


7 6 

1 o 


each  4 o 


each  2 9 


each  3 0 
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SOUNDS,  Continued, 

Urethral. 


/ 


3038  Clutton’s  steel,  graduated,  French  gauge, 

'12  S17Pc:  _«  _8  10  12  14  10  18  20  22  2T  2 0 28 
’ 10’  12’  14’  1 7T  ’ L 8 ’ 20’  2 2’  24’  2 IT  ’ 28’  :jO)  32 


S.  (1. 

each  4 6 


3040 

3040  Lister’s  steel,  with  bulb  ends,  set  of  12  in  case  complete... 


each  280 


3041  Nicoll’s  steel,  bellied,  bulbous  ends, 


O'  _2_  3 4 .5 

O S1Z6S,  s io  1 2 

o tT  T s' 


Uterii 


3044  Matthew  Duncan’s,  nickel-plated. 


3044 


Ji_  7 8_  9_ 

lj  1.4  IS  2 0 
!>  10  11  12 


each  6 o 


each 


3 o 


each 


5 o 
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SOUNDS,  Continued, 

Uterine. 


3047 

3046  Sim’s  folding,  nickel-plated  ...  ...  ...  ...  each  3 

3047  ,,  whalebone  ...  ...  ...  ...  - ...  ,,  4 


SPATULAS, 

Eye-Lid. 


3049 


3050 

3049  Vulcanite  ...  ...  ...  •••  •••  •••  each 

3050  Jaeger’s  combined,  with  lid  Retractor  ...  ...  ...  ,, 


r 

3 


o 

o 


6 


3 

o 


Pocket  Case. 


3057  German  silver,  with  Fraenum  slit 


3057 


each 


1 o 
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SPATULAS,  Continued, 

Pocket  Case. 


3052  German  silver,  plain  handle,  nickel-plated,  4-J  and  5 inch 

3053 


n 


,,  engraved  ,, 


SPECULA, 

Aural. 


3060  Weber’s  Auriscope,  with  reflecting  mirror  complete 

3061  Brunton’s  ,,  with  set  of  3 Specula,  in  case  complete 


each 


£ s.  d 

1 3 

1 6 


each  150 
,,  16  6 


H 0 

1 

III  ^ 

i 

1 1 0 

/j 

ill 

£/ 

f Mk 

M 

3063  3065 

3062  Ebonite,  set  of  3 

3063  Gruber’s  ,,  3 plated 

3064  >>  ,,  4 vulcanite 

3065  Hartmann’s,  set  of  3,  plated 

3066  Kramer’s,  with  spring  handle,  plated 

3067  Lucas’,  spring  Dilating,  plated  ... 

3068  Lucae’s,  set  of  3,  plated 


3066 


n 

each 
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SPECULA,  Continued, 

Aural. 


3078 


3080 


3079 


3078  Wire,  nickel -plated 

3079  Snyder’s  Douche,  metal,  nickel-plated 

3080  ,,  ,,  new  shape 


each 


3073 

3073  Wylde’s,  set  of  3,  plated 

3074  Turner’s,  oval  at  small  end 
3°75  Yearsley’s  ,,  both  ends 

Bath. 


3074 


3075 


per  seL 


3070  3069  3072 

3069  Bonafont’s  screw  dilating,  plated  ... 

3070  Toynbee’s,  set  of  3,  plated 

3071  ,,  ,,  3,  silver  ...  ...  _ _ ... 

3072  Seigel’s,  vulcanite  or  metal,  blackened,  Pneumatic,  with  set  of  3 ends, 

fitted  with  tube  and  mouthpiece  complete 


each 
per  set 
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SPECULA,  Continued. 


Bath. 


3082 

3082  Vulcanite  ... 

3083  ,,  with  handle 


3083  s.  d. 

each  1 9 

1 9 


each  2 3 


Nasal. 


3087 


3088 


3089 


3086  Bosworth’s  spring,  nickel-plated 

3087  Frankel’s  modified,  with  spring  and  set  screw,  nickel-plated 

3°88  ,,  screw  pattern,  nickel-plated 

3089  Lennox  Browne’s,  ivory  or  metal  blades 

3090  Mackenzie’s,  nickel-plated 


3091 

3092 
3.093 


3091 


Neil  Griffiths’  self-retaining,  with  head-band.. 
Pilcher  s,  spring  handle,  nickel-plated 
Thiemann’s  spring  ,, 


3093 


each 
} ) 


7 o 
6 o 
2 6 


5 > 


*vj  <_n  Uj 


3108 


3108  Mathieu’s,  three-bladed,  nickel-plated 
3108A  Sim’s  bi- valve  ,, 


3108A 


each 
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SPECULA,  Continued. 

Nasal. 


3095 


3096 


3094  Thudichum’s  spring,  nickel-plated 

3095  Duplay’s  fenestrated  ,, 

3096  Zaufal’s  Dilating  ,, 


3094 


each 


3107  Lane’s  three-bladed,  rack  action,  nickel-plated 
3109  Ricord’s  bi- valve,  screw  ,,  ,, 


Rectum. 


3106 


3105  Bi-valve,  hinged,  nickel-plated 

3106  Gowland’s,  with  Obturator,  nickel-plated 


each 

>5 
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SPECULA,  Continued. 


Rectum. 


3110 


3111 


3110  Duckbill  ... 

3111  Cut  Up 

3112  Dome  Top 

3113  Round  Eye 

3114  Oval 
3117  Long 

3115  Hilliard’s  Vulcanite  ... 


3112 


3113 


3114 


Silvered  Glass, 

Covered  with  Elastic  Gum.  Vulcanite. 


s. 

d. 

£ s 

d. 

each 

2 

6 

. . . 

each 

2 

0 

3 3 

2 

6 

. . . 

33 

2 

0 

3 3 

2 

6 

. . . 

11 

2 

0 

5 5 

2 

6 

. . . 

1 1 

2 

0 

33 

2 

6 

% • • • 

33 

2 

0 

3 3 

2 

6 

. • • 

3 3 

2 

0 

. 

33 

2 

0 

Vaginal. 


3120  3121 

3120  Auvard’s  Douche  Speculum, weighted, 

3121  Collin’s  Dilating,  nickel-plated 

3I2iabCusco’s  aseptic,  ,, 


3121B 

nickel -plated  ...  ...  each  1 o 

,,  18 


o 

6 

6 
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SPECULA,  Continued. 


Vaginal. 


3122 


3122  Cusco’s,  nickel-plated... 


3I23 


Fenestrated 


3123 


each 


s.  d. 

9 6 
10  6 


3124 


3125 


3126 


3132 


3124  Fergusson’s,  clear  glass,  3 sizes  ... 

3125  ,,  metal,  nickel-plated,  4 sizes 

3126  ,,  silvered  glass,  covered  with  gum  elastic,  4 sizes 

3129  „ „ „ „ „ celluloid  4 ,, 

3131  ,,  papier  machie,  3 sizes 

3132  Spanton’s  porcelain,  platinum  lined,  3 sizes  ... 


3135 


Duckbill 


3135 


each 


— — 
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SPECULA,  Continued. 

Vaginal. 


3137  Jessitt’s  Bi-valve  Obturator,  nickel-plated 

3138  Simon’s  Improved,  consisting  of  2 metal  handles  and  8 various  blades, 

nickel-plated 


3137  £ s.  d. 

each  17  6 


B2317  B2316 

B2316  Simon  s,  consisting  of  2 metal  handles  and  6 fenestrated  blades, 

nickel-plated  ...  ...  ...  ...  per  set  1 12  6 

B2317  Bozemann’s,  consisting  of  2 metal  handles  and  8 various  blades, 

nickel-plated  ... 


i 10  o 
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SPECULA,  Continued. 


Vaginal. 


3140  Sims’  Duckbill,  metal,  nickel-plated,  3 sizes... 

3141  „ „ single  „ „ ... 

3142  Pozzi’s,  2 sizes  ,,  ... 

3143  Nott’s  three-bladed  ,,  ... 


each  5 o 

..  8 6 

» 15  0 


3145 


3145  Baxter’s,  with  lifting  blade,  nickel-plated 
3145A  Brewer’s,  nickel-plated 


3145A 


each 
> ) 


15  0 
10  6 
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SPHYGMOGRAPHS. 

3146  Dudgeon’s,  complete  in  case 
— Papers  for  use  with  above 

SPONGE  HOLDERS. 


3147  Curved,  2 prongs,  nickel-plated 

3148  Straight,  2 

3149  » 3 


33 
3 3 


3 3 
3 3 


3148 


3149 


3150  Curved  for  Throat,  nickel-plated 


each 
per  100 


£ s.  d. 
250 
o 8 


each 


3 3 
3 3 


each 


1 9 
1 9 
1 9 


2 9 


3151 


3154 


3155 

3151  Straight,  3 prong,  in  vulcanite  case  for  pocket 

3154  ,,  Uterine  ,,  handle 

3155  ,,  “Safety”  pattern,  nickel-plated 

3156  Curved 


33 


33 


33 


SPUDS. 

Eye. 


3158 


3158  Plain,  with  ivory  handles 
3J59  >>  >>  metal 

3160  Walton’s  Grooved 


=1 


3160 


3165  Daviels’  Needle  and  Scoop 


3165 


each 


3 3 
33 
33 


each 


3 3 
33 


each 


3 o 
3 5 

2 6 

3 6 


3 6 
4 o 
4 o 


5 o 
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SPUDS,  Continued. 

Eye. 


3163 

3161  Spud  and  Scoop  in  ivory  or  metal  case 

3162  ,,  and  Needle  „ ,,  ,, 

3 r^3  >>  an(3  Scoop  ,,  ,,  ,,  (Dixon’s) 

3164  „ and  grooved  spud,  in  ivory  or  metal  case 

STAFFS. 

Lithotomy. 


3162 


each 


)5 


5 

5 

5 

6 


d. 

6 

6 

6 

o 


3166  Fergusson’s,  central  or  lateral  curve,  nickel-plated  ...  ...  each 

3167  Wheelhouse’,  nickel-plated  ...  ...  ...  ...  ,, 

3168  Female...  ,, 

77  ••• 

STETHESCOPES. 


4 3 
4 6 
4 6 


3170  3171  3174  3176 

3170  Celluloid,  pink  kidney  shaped  ear  plate  and  nickel-plated  stem 
3H1  » white  concave  ,,  „ ,,  „ „ 

3174  Cedar,  with  screw  ear  plate  or  in  one  piece  ... 

3176  Ebony  ,, 

3:75  » >>  plug  „ ,,  ,, 

3177  ,,  .iO.L'  ,,  vulcanite  screw  ear  plate 
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STETHESCOPES, 

Continued. 


3172  Celluloid,  orange  color,  to  plug 


3172 


s. 

each  3 


3180 


3184 


3185 


3187 


3 1 So  Cedar,  with  ebony  screw  ear  plate  and  India  rubber  ring  for  percussior 
3lSl  » . „ ivory  „ 

3184  V ulcanite,  reversible,  for  pocket  ... 

3*^5  55  ),  ,,  kidney  shaped,  complete.. 

3186  Ebony 

3187  Vulcanite,  with  hollow  ear  plate 


3188 


reversible,  with  metal  stem 


3188 

each  2 


4 

2 

3 

2 

3 


3189  3 189  A 3190 

3189  Wormull’s  pattern,  folding,  with  vulcanite  ear  plate  and  metal  stem  each 

3 1 S9A  ^ ,,  ,,  spring  folding,  celluloid  ,,  ,,  ,,  ,, 

3190  I elescopic,  and  folding,  with  nickel-plated  ,,  ,,  ,,  ,, 

3191  Roberts’ portable,  assorted  woods  ...  tOiO.8  ...  ...  ,, 

3194  Weiss’s  ,,  vulcanite  or  white  celluloid 


d. 

o 


6 

6 

3 

o 

3 

o 

9 


o 

o 


o 


o o 


3204 


3205 


3206 


3204  With  mohair  tubes  and  vulcanite  chest  piece 

3205  ,,  silk  ,,  ,,  ,,  ,, 

3206  „ „ „ secret  spring,,  ,, 

3207  ,,  mohair  ,,  and  double  ,,  ,, 


3207 

each 


17°  CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 

STETH ESCOPES,  Continued. 


3201 


each 

99 

99 

99 


3196  3202 

3196  Sir  Andrew  Clark’s,  India  rubber,  nickel-plated  ear  piece,  India 

rubber  tip,  vulcanite  chest  piece,  with  diaphragm 

3197  Combe’s,  India  rubber,  with  celluloid  chest  and  ear  pieces 

3201  Double  folding,  with  vulcanite  ear  plate  and  chest  piece... 

3202  Folding,  all  metal,  nickel-plated  ... 


Binaural. 
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STETHESCOPES,  Continued. 


3209  Nickel-plated,  with  screw  clamp,  arabasque  tubing  and  vulcanite  s-  d- 

chesUpiece,  best  quality  ...  ...  ...  each  11  6 


3212 

3211  Nickel-plated,  folding  spring,  India  rubber  tubing  to  plug,  celluloid 

chest  piece 

3208  ditto  ditto  in  leather  case  complete 

3212  ditto  with  double  vulcanite  and  metal  chest  piece, 

suitable  for  children  and  adults 

3213  As  3211,  lighter  pattern,  with  vulcanite  chest  piece 


each  5 6 

„ 7 6 

,,  6 6 

> ) 4 6 


3215 


3217 


3214  Phonendoscope,  complete  in  case,  with  directions  for  use  ...  each 

3215  Stetoscope,  a modification  of  the  above,  cheaper  and  lighter,  with 

celluloid  mounts  and  arabasque  tubing,  in  soft  leather  pouch  complete  ,, 

32j6  ditto  with  vulcanite  mounts  and  red  tubing  ,, 

3217  Simple  form,  vulcanite  chest  piece,  and  ear  tips,  long  rubber  tubing...  ,, 


15 

6 

5 

4 


o 

6 

6 

9 
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STOMACH  PUMPS. 


3224 


3224  Syphon,  consisting  of  glass  funnel,  oesophageal  tube,  India  rubber 

tubing,  and  glass  union 


each 


STRABOMETERS. 


STOPPERS, 


Tooth. 

3228  With  steel  octagon  handles,  various  patterns...  ...  ...  each 


3223 


3225 


3223  Brass,  with  llute  key  lever,  tubes  and  mounts  in  mahogany  case 

3225  India  rubber,  with  funnel  and  ball  to  start  flow 

3226  ,,  ,,  ,,  ,,  without  ball 


3234  Taylor’s  ... 

3235  Vulcanite  ... 


3235 


1 9 
o 9 
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SUTURE  ADJUSTERS. 


® 

3238 


3239 

3238  Disc  pattern,  with  aseptic  metal  handles,  nickel-plated  ... 

3239  Forked  „ 

SYRINGES, 

Anatomical,  in  Leather  Cases. 

3242  Brass,  with  4 plain  pipes  and  stopcock,  1 oz. 

3243 

3244 

3245 

Antitoxin. 


each 


each 


5 5 
5 ) 


3249 

3250 


3251 


3249 

Aseptic,  with  solid  metal  piston,  fitted  with  two  needles  in  metal  case, 

nickel-plated,  the  whole  of  which  can  be  boiled,  20  c.c.  ...  each 
Ditto  ditto  ditto  10  c.c.  ...  ,, 


3251 

Roux’s,  20  c.c. , with  India  rubber  pistons,  2 needles,  spare  barrel, 

and  plungers,  in  case  complete  ....  ...  each 


3252-3 

L 33252  Luer’s  aseptic,  all  glass,  with  solid  glass  piston  and  two  needles  in 

metal  case  5 c.c.  ...  each 

'i23253  ditto  ditto  10  c.c. 


£ s.  d. 

4 o 
4 6 


12  o 
16  o 
18  6 
1 3 o 


r3  6 
10  6 


10  6 


o 

17  6 


J74 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


SYRINGES,  Continued. 

Bladder. 


3257  3256 

3255  Glass  barrel,  red  vulcanite  fittings,  nickel-plated  stem,  in  leather  case 

3256  Ditto  ditto  ditto  with  catheter 

3257  Dr.  Kutner’s,  vulcanite  fittings,  nickel-plated  finger  bars,  in  leather 

case  complete 


each 


10  o 


Catheter. 


3259 


3258  India  rubber,  with  stopcock 

3259  Glass  barrel  ,,  ,,  vulcanite  fittings 


3258 

4 oz.,  6/6,  6 oz. 


each 


7 6 
3 6 


Dental. 


3260 


3261 


r 


3260  Vulcanite,  with  ring,  two  curved  and  one  straight  pipe 

3261  Glass  barrel,  „ vulcanite  mounts,  1 curved,  1 „ 

3262  India  rubber  ball,  with  curved  metal  pipe  ... 


each 


> > 
55 


2 6 
2 O 
2 6 


Ear. 


3263  Toynbee’s  brass,  with  3 pipes,  2 oz. 


each 


3264 

3265 

3266 

3267 

3268 


9 9 
99 
99 
9 9 


99 
9 9 
99 
99 
99 


99 
99 
99 
9 9 
99 


3 >.  3 oz- 

3 »>  .4  021  . . 

conical  ivory  pipe  only,  2 oz. 

3 oz- 

4 oz. 


99 

99 


99 
9 9 


99 

99 


3269  Aseptic,  with  glass  barrel,  nickel-plated  mounts,  two  pipes,  2 oz.  io/.,4oz. 

Eye. 


99 
99 
9 9 
9 9 
9 9 
99 


3278 


3274 


3274  India  rubber  ball,  enamelled,  with  vulcanite  fittings 
3278  Wray’s,  with  soft  elastic  pipe 


each 
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SYRINGES,  Continued. 

Eye. 


3277  3275  s.  d. 

3275  Anel’s,  with  nickel-plated  mounts  and  various  pipes,  in  case  complete  each  8 6 

3277  Bowman’s,  with  India  rubber  ball  and  silver  pipe,  each  7/-,  with  2 pipes  ,,  9 0 


3280 

3279  Best  quality,  fitted  with  two  Exploring  Needles,  in  leather  case, 

60  minims  each 

Ditto  ditto  ditto  ditto  80  ,,  ,, 

3280  With  asbestos  plunger,  in  aseptic  metal  case,  nickel-plated,  60  ,,  ,, 

3281  Similar  to  3280,  fitted  with  two  Exploring  Needles,  in  leather  case 

60  minims  ,. 

3282  Aseptic,  with  two-way  stopcock  for  drainage  tubing  to  be  attached, 
two  Exploring  Needles  and  solid  metal  plunger,  graduated  on  piston, 

in  melal  case,  nickel-plated  ,, 


Hypodermic. 


3286 


3287 

3288 


3286 

Aseptic,  with  solid  metal  plunger,  graduated  on  piston  rod,  with  two 

needles,  in  metal  case,  nickel-plated 

the  whole  of  this  Syringe  can  he  boiled,  being  made  entirely  of  metal  and 
not  liable  to  breakage,  a great  advantage  over  the  ordinary  syringe.” 

Aseptic  with  solid  glass  plunger,  (Liter’s  patent)  graduated  on  barrel 

with  two  needles,  in  metal  case,  complete 

With  glass  barrel,  graduated  on  piston  rod,  two  needles  and  solution 

bottle,  nickel-plated  mounts,  in  leather  case  ... 


each 


}) 


12  6 

15  o 

12  6 
8 6 


!5  o 


5 6 


10  6 

4 6 
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SYRINGES,  Continued. 


3289  3290  3292 

3289  With  glass  graduated  barrel  and  two  needles,  electro-plated  mounts,  - - 

in  metal  case  ...  ...  each  5 

3290  Ditto  ditto  in  leather  case  ...  ...  ,,  3 

3292  With  glass  barrel  and  metal  protectors,  graduated  on  barrel  and  piston 

rod,  two  needles,  nickel-plated  mounts,  in  leather  case  ...  ...  ,,  4 


3293 


3298 


3293 
.oOiva.3 

3294 

3295 


With  glass  barrel,  graduated  on  piston  rod,  and  two  needles,  nickel- 

plated  mounts 

Ditto  ditto  with  gilt  mounts... 

With  glass  barrel  and  metal  sides,  graduated  on  barrel,  two  needles, 

gilt  mounts,  in  leather  case 
3298  Patent  glass  sterilizing  barrel,  with  asbestos  plunger,  two  needles, 
and  electro-plated  mounts,  including  three  reserve  plungers  and  one 

barrel,  in  leather  case  ... 

— Ditto  ditto  in  metal  case 


each 


> r 
5 > 


3299 

3300 

3301 


3299  3301 

With  graduated  glass  barrel  and  metal  protectors,  three  needles,  one 
lettered  bottle  for  solution,  nickel-plated  mounts,  in  leather  case 
P)jf40  ditto  with  three  lettered  bottles 

Aseptic,  with  graduated  glass  barrel,  two  needles,  and  two  bottles  for 
solution,  nickel-plated  mounts,  in  metal  case 


3 

4 

5 


4 

5 


6 

8 

8 
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SYRINGES,  Continued. 


3302  Aseptic,  with  graduated  glass  barrel  and  metal  protectors,  two 
needles,  four  bottles  for  solution,  nickel-plated  mounts,  in  metal  case 

3304  Pencil  case  form,  with  graduated  glass  barrel  and  two  needles,  in 

metal  screw  case,  nickel-plated 

3305  With  graduated  glass  barrel,  solution  bottle,  two  needles,  and  nickel- 

plated  mounts,  in  horizontal  metal  case 

3306  Aseptic,  with  graduated  glass  barrel  and  metal  plunger,  two  needles, 

nickel-plated  mounts,  in  metal  case 


d 

6 

6 

6 

6 


33ii 

3285 

3313 


With  glass  barrel  and  graduated  piston  rod,  two  needles,  vulcanite 

mounts,  in  leather  case 


ditto 

ditto 


celluloid  mounts 

•••  • • • 

vulcanite  mounts,  in  leather  case  with  solution  bottle 


each 


1 6 

2 o 

2 9 
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SYRINGES,  Continued. 


Hypodermic. 


3284 

3283  \ eterinary,  with  nickel-plated  mounts  and  two  Needles,  in  leather,  case 

3284  Ditto  ,,  vulcanite  ,,  ,,  ,, 


each 

5 5 


s.  d. 


7 6 

6 o 


Fittings  for  Hypodermic  Syringes. 


3328  3325 

3325  Steel  needles,  seamless,  with  vulcanite  mounts 

3326  ,,  ,,  ,,  ,,  nickel-plated  ,, 

3328  ,,  ,,  ,,  unmounted 

3329  Fine  wire  for  needles  ... 

3334  Solution  bottles,  plain  glass,  mounted  in  German  silver... 

3335  ,,  ,,  cased  in  metal  ... 

3336  ,,  ,,  opal  glass,  mounted  in  German  silver  ... 

3337  ,,  ,,  ,,  ,,  lettered  in  block  type 


3336 

per  doz. 


5 5 

per  bundle 
each 


? 5 
5 > 
? > 


3 6 
4 o 
2 o 
o 2 

0 10 

1 6 

1 2 
1 6 


Nasal. 


3341  3342 


3340  Enamelled  rubber  with  vulcanite  tips 

3342  ,,  ,,  all  in  one  piece 

3341  Post  Nasal,  glass  barrel,  graduated  on  piston  rod,  with  vulcanite  mounts 
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SYRINGES,  Continued 

Rectum. 


3352  Ebonite,  2 drachm  ...  ...  ...  ...  ...  each  2 o 

ozs.  £ I 1 2i  5 

3355  Glass  barrel  with  vulcanite  mounts  and  stem  each  2/-  2/3  2/6  3/6  4/6  5/3  6/6 


3271 


3271  Enamelled  India  rubber,  with  Bone  pipe 

3272  Unpolished  Red  ,,  „ ,,  plain 

rubber  neck  (not  mounted)  ... 

3273  Enamelled  India  rubber,  long  elastic  gum  pipe 


3273 

1 2 3 4 6 S 

per  doz.  10/6  14/6  16/-  19/-  22/-  27/- 


OZS, 


>5 


8/6  10/-  12/-  14/6  17/6  24/- 
13/6  17/6  20/-  23/6  27/6  33/6 


— c 1— M i ' HI 


wmm 


ms - r ■■ ' ■■■*  ■ ’ k 

- ‘ ■ - : A 


if  ,<i 


No.  1 

? 5 2 

>>  3 

>>  4 
»»  5 


6554 


3364 


6554  Enamelled  India  rubber,  with  Bone  pipe 

RECTUM  PIPES. 


OZS.  I 


2 3 5 

...  per  doz.  7/6  9/6  12  - 14/-  16  6 

r T’i  No.  i 8-in.  2 6-in.  3 5-in.  4 4-in.  5 2-in 

3364  Elastic  gum,  black  or  brown,  5 sizes,  per  doz.  4/-  3/9  3/6  33  3 . 

Throat. 


3372  ^ ith  glass  barrel,  vulcanite  mounts  and  nickel-plated  ring 

33/3  j>  >>  >>  nickel-plated  mounts  and  three  rings  ... 


each 


2 6 

3 6 


i8o 
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SYRINGES,  Continued. 

Trocar. 


3374 


3374  With  glass  barrel,  vulcanite  mounts,  nickel-plated  finger  oars,  stem, 

and  cap  to  protect  point 

Universal. 


s d 

each  6 6 


3375 


3375  With  glass  barrel,  graduated  on  piston  rod,  and  vulcanite  mounts, 

with  fittings  for  ear,  nose,  and  throat  ...  ...  each 


Urethra 


3379 


3382 


3378 


3378  Cheap  form,  portable,  to  screw  into  bottle,  vulcanite  mounts,  2 drms.  each 

3379  Glass  barrel,  vulcanite  mounts  ...  ...  ...  ...  ,, 

3381  ,,  ,,  ,,  ,,  with  ring 

3382  Balmanno  Squire’s  ...  ...  ...  ...  ...  ,, 


3385  Braun’s,  with  nickel-plated  mounts  and  pipe 

Wound. 


each 


3 - ;U  3394 

3394  With  glass  barrel,  vulcanite  mounts  and 
nickel-plated  stem  and  ring. 


3 3 


1 2 
o 10 

0 10 

1 9 


OZS.  § I 

each  2/6  3/- 


34  5 

6/-  7/6 
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SYRINGES,  Continued. 

Wound. 


3400 


3400  Aseptic,  with  glass  barrel  and  vulcanite  mounts 


ozs.  1 
each  5/- 


TENACULUMS. 


3405  With  aseptic  handles,  nickel-plated 

3406  ,,  ebony 


each 


s d 
2 o 
I 3 


TENT  INTRODUCERS. 


3407 

3407  Barnes’,  with  aseptic  handles,  nickel-plated  ...  ...  ...  each  7 6 


THERMOMETERS. 


Clinical. 


1 


5 


No.  1 

2 

3 

5 

6 

7 

9 

10 

12 

40 
48 

41 


40 


Round... 

,,  5 inch  long 

,,  extra  thick  tube 
,,  magnifying  lens  ... 

,,  miniature,  2^in.  long 

Flat  back 
Ruby  „ 

,,  magnifying  lens 


Ordinary. 


»> 


One  Minute. 


Half  Minute 


each 

1 

4 

1 

6 

1 8 

y y 

1 

6 

— 

yy 

2 

0 

— 

yy 

2 

0 

2 

6 

3 0 

yy 

1 

8 

2 

3 

2 6 

yy 

2 

0 

2 

6 

3 0 

y y 

3 

0 

3 

6 

4 0 

yy 

3 

6 

4 

0 

4 6 

...  ... 

The  “ Handy,”  easily  read  and  well  suited  for  household  use 
Cases  for  Thermometers 

•••  •••  ...  ••• 

Kew  Certificates 

• ••  •*.  ...  • • . 
The  “ Immisch,’  patent  a vitreous,  does  not  vary  with  age,  and  is 
not  liable  to  break 


each 

per  doz. 
each 


1 

2 
1 
1 

16 


6 

o 

9 

3 


182 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


TONGUE  DEPRESSORS. 


3411  3415 

3410  Vulcanite,  plain 

3411  » hinged 

34*4  Green’s  ,,  aluminium 

34J5  » ,,  nickel-plated  ... 

3416  Celluloid,  „ 


3416  s d 


• • • 

each 

1 

3 

• . . 

2 

6 

5? 

4 

0 

5 ? 

2 

3 

• • • 

> > 

3 

0 

3418  Glass  (can  also  be  used  as  a Spatula) 

3419  Green’s  rectangular,  hinged,  with  aseptic  handle,  nickel-plated 

3420  Tobold’s,  hinged,  aluminium 

3421  ,,  ,,  nickel-plated 

3422  ,,  ,,  vulcanite 


each 

5 5 


1 

2 

4 

3 

2 


o 

6 

6 

3 

o 


3428 


3423  The  “Hospital,”  with  fenestrated  handle,  nickel-plated...  ...  each 

3424  Frankel’s  „ „ „ „ ... 

Small.  Medium. 

3425  Ward  Cousin’s  self-retaining,  nickel-plated  each  3/3  3/9 

3428  Wise’s  portable,  fenestrated,  nickel-plated  ...  ...  •••  each 


3 6 

3 3 

Large. 

4/6 
2 o 
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TONGUE  SCRAPER. 


3432 


3432  Celluloid  ... 

3433  Ivory  and  tortoiseshell,  straight  or  curved 


3433 

each 

• * • j> 


s d 
o 6 
o 10 


TOURNIQUETS. 


3440 


3437 

3438 

3439 
344° 


3437-8 


Length  2 

Esmarc’s,  with  India  rubber  bandage  complete  each  6/9 

,,  Tourniquet  only,  India  rubber  tube  with  chain  and  hook... 
,,  stout  elastic  web,  5 feet  long,  with  nickel-plated  fittings  ... 
boulis’,  with  stout  India  rubber  tubing  30  inches  long  ... 


3439 

4 

10/6 

each 

5 J 
5) 


6 yards. 

h/- 

3 o 
2 6 

1 9 


£ s 
each  1 7 
» 5 


3441 


3441  Lister’s,  nickel-plated... 

3442  Pettit’s,  spiral  screw  ... 

3443  Signoroni’s,  nickel -plated 


3442 


3444  3445 

3444  Field’s  simple  form 

3445  Davy  s,  boxwood  clip  and  stout  India  rubber  tubing,  ^o  inches 


• • • 

long... 


each 

>> 


2 

2 


d 

o 

o 

o 


o 

3 
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TRACHEOTOMY  SETS. 


3448  Set,  of  3,  Parker’s  (or  3 Fuller’s  plated  Bi- valve)  Tracheotomy  Tubes, 
single  and  double  Blunt  Hooks,  Scalpel,  with  aseptic  metal  handles, 

Dilating  Forceps,  with  spring, nickel-plated, in  mahogany  casecomplete  each  2 7 

3450  Set  of  4,  Parker’s  (or  4 Fuller’s  Bi-valve)  plated  Tracheotomy  Tubes, 
single  and  double  Blunt  Hooks,  grooved  Sharp  Hook  and  Scalpel,  aseptic 
handles,  Dilating  Forceps,  with  spring,  in  aseptic  case  complete  ...  ,,  5 15 


d 

6 


o 


TRACHEOTOMY  CANULAS. 


3453  3456 

3453  Fuller’s,  silver  plated  ...  Nos.  12345678 

3454  >>  silver  ....  9/-  10/-  11 /-  12/-  13/-  14/-  15/-  l6  ' 

3456  Morrant  Baker’s,  India  rubber,  assorted  sizes 

3460  Parker’s  ...  ...  ...  vulcanite,  3/3  celluloid 


3460 

each  7 


J ’ 


; ) 


2 


4 


o 

6 

o 


B1521 

3457  Parker’s  silver  plated  Nos.  1 23  4 5 67  8 each  9 6 

3458  ,,  silver  each  12/-  12/6  13/-  13/6  14/-  14/6  15/-  16/- 

3461  Pilots  for  Parker’s  Canulas,  plated  ...  •••  •••  ” 

B1521  Nickel-plated,  with  Adjustable  Shield  (Luer’s),  aseptic...  •••  >>  7 6 

Instead  of  the  hitherto  firmly  soldered  handles  on  the  large  shield  connecting  it  with  the  outer  canula,  two  spring 
clamps  are  employed  (Fig.  1).  By  quarter  turning  to  the  left,  the  two  flat  tappets  raise  both  clamps  or  lane  es 
(Fig.  2),  thus  separating  both  parts,  and  rendering  cleaning  easy. 
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TRACHEOTOMY  CANULAS,  Continued. 


3462  Konig’s  flexible  canula,  plated 


each 


TRIAL  SETS. 


3463  Solid  polished  walnut  case,  10^x41 
x 2,  partitioned  for  lenses,  mounted 
in  gilt  and  silvered  spun  rims.  Con- 
tents-18  Single  Cylindrical  Lenses, 
each  Convex  and  Concave,  0.25  to 
7.0D,  1 Double  Trial  Frame  with 
graduations 

The  same  set,  Lenses  not  mounted 

3464  Solid  polished  walnut  case,  ioJx6f 

x 2,  partitioned  for  Lenses,  mounted 
in  gilt  and  silvered  spun  rims.  Con- 
tents— 18  pairs  each  Convex  and 
Concave  Cylindrical  Lenses,  0.25 
to  7.0D.,  12  Prisms,  i°  to  160,  1 
Double  Trial  Frame  with  gradua- 
tions ...  ...  per  set 

The  same  set,  Lenses  not  mounted 


3463 


3465  Stained  wood  case,  10x7x2  inch,  partitioned  for  Lenses,  not  mounted. 
Contents — 20  pairs  Spherical  Lenses,  Convex,  0.25  to  8.0D.,  12  pairs 
Spherical  Lenses,  Concave,  1.50  to  8.0D.,  1 Single  Trial  Frame 

3466  Solid  polished  walnut  case,  I4fxnlx2£  inch,  with  panelled  lid,  lock 
and  key,  partitioned  for  Lenses,  Lenses  not  mounted.  Contents — 
30  pairs  each  Convex  and  Concave  Spherical  Lenses,  0.23  to  2.0D., 
18  Single,  each  Convex  and  Concave  Spherical  Lenses,  0.25  to  7.0D., 
6 Smoke  Lenses,  2 Blue  Lenses,  1 Double  Trial  Frame  with 
graduations 

SETS  made  up  to  suit  customers  requirements. 

TRANSFUSION  APPARATUS. 


276 
116  0 


4 J5  0 
3 I5  0 


140 


476 


3468  Arbuthnot  Lane’s,  complete  in  case  ...  ...  ...  each  9 6 

Directions  sent  with  each  Instrument. 

3469  Aveling’s,  with  Scalpels  and  Forceps,  complete  in  case  ...  ...  ,,  1 10  o 
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TRANSFUSION  APPARATUS, 
Continued. 


\ 


3470  Collins’,  with  automatic  suction  valve  and  funnel  complete 


each 


£ ^ d 
186 


TREPHINES. 


3477 


3473 


3472 

3473 

3474 

3475 

3477 


With  ebony  handles,  j,  ^ , f inch  diameter 

,,  dome  top  (St.  Bartholomew’s  Hospital  pattern)  and  aseptic 
handle,  nickel-plated,  3 sizes 
Roberts’,  with  aseptic  handle,  nickel-plated,  3 sizes 
Horsley’s  „ „ dia.  H t & h 1 7/6,  1 b 21/-,  2 in., 

,,  ,,  ,,  Set  of  six  in  metal  case  ... 

Walsham’s  ,,  ,,  dia.  f ^ f & 1,  15/-,  ij,  18/6,  i|,  22/6,  2 in., 

,,  ,,  ,,  Set  of  six  in  metal  case  ... 


each  ^ 7 

„•  13 

>>  7 

„ 1 7 

>,5  5 

18 

„ 5 12 


6 

6 

6 

o 

o 

o 

6 


3478  Bipod,  plain,  nickel-plated 

3479  Tripod  „ 

3480  ,,  adjustable  ,, 


each 

ft 

yy 


4 

8 

14 
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3481  3482 


34^ 

3482 


Southey’s  Capillary,  with  India  rubber  tubing  complete... 

>>  >5  > J J 5 ? J 

in  aseptic  case,  nickel-plated 


each 


l 5- 
8 

19 


d. 

6 

o 


3433 

3483  Southey’s  Ascites,  with  India  rubber  tubing  complete  ...  ...  each 

3484  ,,  Anasarca  and  Ascites,  set  complete  with  metal  handles  and 

India  rubber  tubing,  in  metal  case,  nickel-plated  ...  ...  ,, 


*3  6 
I5  0 


3490  Curved,  with  aseptic  handle,  nickel-plated 

3491  Straight  „ „ „ ... 

3492  Pearse’s  ,,  ,,  ,,  ,,  in  case  complete 


Exploring. 


3497 

3497  In  ivory  cases,  4 sizes... 

3498  In  metal  ,,  4 ,,  ... 

3499  Extra  stout,  in  fluted  metal  cases,  nickel-plated 


each  10  6 

>>  9 o 


each 

n 


4 o 

4 3 
2 6 
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TROCARS,  Continued. 

Hydrocele  and  Pocket  Case. 


3501  With  Canulas  and  ebony  handles,  nickel-plated 
35°3  » >>  » metal  ,,  ,, 

350+  >>  >>  „ „ or  ebony  „ 

3505  ,,  ,,  ,,  ebony  handles 

3511  Set  of  3 in  metal  screw  case,  nickel-plated 

3512  » 3 in  ebony  ,, 

35 1 3 » 4 in  metal  ,, 

3514  .»  4 in  ebony  „ 


3504 

each 


3 3 


3 3 


3505 

£ s.  d. 

3 o 

4 0 

5 o 

4 6 
7 6 

6 6 
8 6 

7 6 


3507  Spencer  Wells’,  nickel-plated  ...  ...  ...  ...  each  1 10  o 

3508  Lawson  Tait’s  ,,  ...  ...  ...  ...  ,,  1 10  o 


TUBES, 

Empyema. 


3516 


3516  Goodhart’s  silver,  3 sizes,  No.  1,  7/-,  No.  2,  7/6,  No.  3 ... 

3517  India  rubber,  6 sizes  ... 


each 

n 
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TUBES,  Continued. 

Intestinal.  d 

3518  Paul’s  glass,  3 sizes  ...  ...  ...  ...  •••  each  o 9 


Lithotomy. 


3519 

3519  Gum  elastic,  silver  mounted,  3 sizes 

3520  ,,  ,,  ,,  ,,  fitted  with  oiled  silk 


CEsophageal. 


3522 


3522  India  rubber,  Cylindrical,  sizes  5 to  24,  English  catheter  gauge 


each  2 9 

„ 3 3 


each  3 6 


Tympana. 


3529 

3529  Field’s 

3530  Toynbee’s... 

3531  Yearsley’s  cotton  wool 


URINE  TESTING  APPARATUS 


7 SOL. 
jtinictig 


3530 


each 

55 

per  box 


1 6 

1 0 

1 o 


3534 


3534  Test  Cabinet,  mahogany,  Hospital 
pattern,  consisting  of  6 Stoppered  Bottles  plain, 
12  Test  Tubes  and  Spirit  Lamp,  with  broad  slab 
in  front  to  form  a counter  for  testing. 

Complete  ...  ...  each  11  6 


3533  Polished  oak  cabinet  with  drawer,  containing  six  4 oz.  Stoppered 
bottles  Enamelled  Labels,  Spirit  Lamp,  Urinometer  with  Graduated 
Trial  Jar,  seven  Test  Tubes,  Four  Stirring  Rods,  Blue  and  Red  Litmus 
Books,  Watch  Glasses  and  Microscopic  Slides.  Complete 


each  1 1 2 o 
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URINE  TESTING  APPARATUS,  Continued. 


3033 


3538  Test  Cabinet,  polished  mahogany,  consisting  of  3 Stoppered  Bottles,  £ s.  d. 

6 Test  Tubes,  Urmometer  with  Trial  Glass,  and  Spirit  Lamp  ...  each  "13  6 

3539  Test  Cabinet,  polished  mahogany,  consisting  of  4 Stoppered  Bottles, 

6 Test  Tubes,  Urinometer  with  Trial  Glass,  6 books  each  Litmus 

and  Turmeric,  Pipette,  Stirring  Rod,  and  Spirit  Lamp  ...  ...  ,,  18  6 

3535  Test  Cabinet,  pol- 
ished mahogany,  consisting  of 
eight  4 oz.  and  seven  8 oz. 
Stoppered  Bottles  with  Enamel- 
led Labels,  and  twelve  Test 
Tubes  each  £1  17  6 

3537  Test  Cabinet,  pol- 
mahogany,  consisting  of 
six  8 oz.  bottles,  twelve  Test 
Tubes  and  Spirit  Lamp. 

Each  ...  15  o 

3535 


3542  Esbach’s,  for  the  estimation  of 
albumen,  with  case 

Ditto  ditto  without  case 

Esbach’s  Re-agent,  in  plain  stop- 
pered bottles 

Ditto  in  white  enamelled  stoppered 
bottles 


each 


1 6 

1 3 

2 3 

3 0 


DIRECTIONS. 

Pour  Urine  into  the  tube  up  to  the  mark  U,  add  the  re-agent  up  to 
R,  now  close  the  tubd  by  the  thumb,  and  mix  by  reversing  it  to  and  fro 
several  times,  but  avoid  shaking.  Allow  the  tube  to  stand  upright  for 
24  hours,  then  read  off  on  the  scale  the  height  of  the  coagulum.  The 
figures  indicate  the  parts  per  thousand  of  dried  Albumen  in  the  urine, 
and  give  by  dividing  by  ten  the  percentage.  Thus,  if  four  is  the  point 
of  coagulum,  then  it  contains  four  parts  per  1,000  parts,  or  04  per  cent. 
When  the  Albumen  is  very  abundant,  it  may  be  diluted  with  an  equal 
quantity  of  water,  and  the  result  multiplied  by  two.  If  the  urine  is 
Alkaline,  acidify  with  Acetic  Acid. 

Urine  with  less  than  0 5 per  1,000  cannot  be  accurately  estimated 
by  this  method. 
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URINE  TESTING]  APPARATUS, 

Continued. 


0 


GLYCOSOMETER.  Gerrard’s 

3544  Complete  with  Porcelain 
Dish,  Mahogany  and  Brass  Stand, 
Pinchcock  ...  ...  12/-  nett. 

Fehling’s  Solution,  in  separate  bottles, 
per  lb.,  4/-  ; per  half  lb.,  2/3  nett. 

Estimates  Sugar  in  Urine  with  ease 
and  accuracy  in  a few  minutes.  No 
calculation  needed.  Reads  per-cents  or 
grains  per  ounce. 

Recommended  in  Haliburton’s  Phy- 
siological Chemistry,  Scott’s  Manual 
of  Urine  Testing,  and  is  used  in  many 
Hospitals  and  by  eminent  Physicians. 


Table  Showing  the  Percentage 
Equivalent  in  Crains  per  Fluid  Ounce. 


Per- 

Grains per 

cent  age. 

Flw'd  Ounce. 

io-o  ... 

4375 

9'5 

41'55 

9'o  ... 

39'4 

8-5 

37’2 

8*0 

35'o 

7'5  ••• 

32-8 

7-0  ... 

30-6 

6-5  ... 

2845 

6-o 

2625 

5'5  ••• 

24-05 

5-0  ... 

21-9 

4’5  ••• 

197 

4-0  ... 

177 

3‘5  ••• 

157 

3-0  ... 

I3'1 

2-5  ... 

10-95 

2-0  ... 

875 

Per- 

Grains per 

centage. 

Fluid  Ounce 

1-9 

...  8.3 

i-8 

...  7-9 

1-7 

7-4  3 

i*6 

7-0 

1’5 

•••  8-55 

i-4 

6-i 

i-3 

57 

1-2 

•••  5-25 

I-I 

...  4-8 

i -o 

...  4-4 

T 

•••  3‘95 

•8 

3‘5 

7 

•••  3-05 

•6 

2-6 

2-2 

’4 

I75 

3544 

DIRECTIONS. — Take  either  10  drachms  or  10  c.c.  of  urine  found  to  contain  sugar,  and  dilute  with  water  until 
it  measures  100  drachms  or  100  c.c.  Mix  well.  Now  fill  the  Burette  to  the  zero  line  with  the  diluted  urine.  Next 
10  c c*  (2£  drachms)  Fehling  Solution,  and  40  c.c.  (10  drachms)  water  into  the  porcelain  dish  and  coil.  Whilst 
boiling,  run  the  urine  from  the  Burette  into  the  dish  in  a low  stream  until  the  blue  colour  has  gone  from  the  Fehling. 

The  operation  being  finished,  the  level  of  the  urine  shows  the  percentage  of  sugar  present,  and  the  equivalent  in 
grains  per  ounce  is  found  by  reference  to  the  annexed  table. 

NOTE-— The  Instrument  is  graduated  to  read  percentages  of  sugar  between  io  and  i,  but  should  urine  contain 
more  than  io  per  cent.,  then  dilute  io  volumes  to  200  with  water,  proceed  as  before,  and  multiply  the  observed  per- 
centage by  2.  If  there  is  less  than  1 per  cent,  sugar,  use  undiluted  urine,  test  as  before,  then  divide  the  reading  by  10. 


UREOMETERS. 


3551  B2412 

355 1 Doremus’,  with  pipette 

355°  >>  ,,  ,,  on  glass  foot 

H2412  Einhorn  s Ureo-Sacchrometer  with  graduated  test  tube  ... 
3554  Russell  and  West’s  ... 

3556  Hufner’s,  with  50  c.c.  tube 
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URINE  TESTING  APPARATUS,  Continued. 
Gerrard’s. 


3553 

3553  Ureometer,  complete 

This  is  a simple  form  of  apparatus  for  estimating  urea,  the  operation  being  completed  in  less 
than  five  minutes.  The  determinations  are  scientifically  accurate,  no  calculations  being 
needed,  as  the  result  of  the  analysis  is  read  at  once  in  per  cents,  of  urea. 

3555  “Acme”  Sacchar  Ureameter,  complete  ...  ...  each  1 

This  is  s simple  apparatus  for  the  direct  estimation  of  Sugar  and  Urea  in  Urine;  the 
former  by  the  “ Fermentation  Test,  ” the  latter  by  the  “ Hypobromite.”  This  apparatus 
was  originally  designed*  for  the  rapid  and  accurate  estimation  of  Urea  for  Medical  Schools 
and  Hospital  Practice,  the  result  being  read  off  the  instrument  in  percentages,  no  calculation 
being  needed.  We  now  extend  the  use  of  this  valuable  instrument  for  the  estimation  ot 
Sugar,  by  engraving  a scale  of  per  cents,  of  Sugar,  which  are  obtained  when  a measured 
volume  of  Urine  containing  Sugar  is  subjected  to  fermentation  by  yeast 


3555 

N 

....  each  nett  10 


3557 


* By  A.  W.  Gerrard,  late  of  University  College  Hospital,  London. 


Bromine  Tubes  ...  ...  •••  2-2  c-c<>  Per  d°z->  2/9 

,,  ,,  ...  •••  •••  4-4  c-c->  ” 4/' 

Hypobromite  Solution,  in  ^ lb.  plain  stoppered  bottles  ... 

,,  ,,  with  enamelled  labels 


Test  Tubes,  5 c.c. 


per  gross  1 10 

» 20 
each  2 

•>  3 

per  doz.  4 


FOR  DIRECTIONS  FOR  USE,  SEE  NEXT  PAGE. 
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URINE  TESTING  APPARATUS,  Continued. 

DIRECTIONS  FOR  USE:  GERRARD’S  UREOMETER.  Pour  into  the  tube  5 c.c. 

of  the  urine  to  be  examined,  and  in  the  bottle  (a)  25  c.c.  or  6 fluid  drachms  of 
Sodium  Hypobromite  Solution.  Place  the  tube  carefully  inside  the  bottle,  as  shown 
on  the  illustration,  avoiding  spilling  any  of  the  contents.  Fill  the  glass  tubes  (be) 
with  water,  so  that  the  level  reaches  the  zero  line,  taking  care  that  when  this  is  done  the 
tube  (c)  contains  only  a little  water  by  being  placed  high — it  having  to  receive  what  is 
displaced  from  (b)  by  the  nitrogen  evolved.  Now  connect  the  india-rubber  tubing  to  the 
bottle  (a),  and  noting  lastly  that  the  water  is  exactly  at  zero,  upset  the  contents  of  the  tube 
into  the  Hypobromite  Solution.  Nitrogen  is  evolved,  and  depresses  the  water  in  (b). 
When  this  ceases,  lower  (c)  until  the  level  of  the  water  in  both  tubes  is  equal.  To  be 
exact,  dip  (a)  into  cold  water  to  cool  the  gas  before  taking  a reading,  and  note  the  results, 
which  shows  percentage  of  urea. 

The  Solution  of  Hypobromite  of  Soda  is  made  by  dissolving  100  grammes  of  Caustic  Soda 
in  250  c.c.  of  water,  then  adding  22  c.c.  of  Bromine. 

DIRECTIONS  FOR  USE:  Gerrard’s  “ Acme”  Sacchar  Ureameter,  for  the 
Estimation  of  Sugar. — Measure  one  volume  of  the  urine  in  the  tube  so  marked,  and 
pour  into  the  bottle  “ A.”  Wash  out  with  water,  and  add  to  the  urine.  Dilute  further  with 
water  if  the  urine  is  known  to  be  rich  in  Sugar.  Acidify  the  urine  with  Tartaric  Acid  until 
acid  with  test  paper  (f — 1 % of  free  acid).  Add  a few  grains  of  yeast,  and  connect  up  the 
apparatus.  The  measuring  tube  “ B ” is  filled  to  zero  with  saturated  solution  of  Common 
Salt  (the  C02  is  soluble  in  water).  When  “B”  is  full,  “C”  must  be  empty.  Place  the 
whole  in  a moderately  warm  place — the  surrounding  temperature  should  be  80  -90°  F. 
When  the  Fermentation  ceases — or  from  time  to  time  during  fermentation — lower  “C” 
until  the  levels  of  brine  are  equal  | Allow  it  to  cool,  and  read  off  the  answer,  which  shows 
percentage  of  Sugar. 

For  the  Estimation  of  Urea. — Pour  into  the  tube  5 c.c.  of  the  urine  to  be  examined,  and 
in  the  bottle  (a)  25  c.c.  or  6 fluid  drachms  of  Sodium  Hypobromite  Solution.  Place  the 
tube  carefully  inside  the  bottle,  as  shown  in  the  illustration,  avoiding  spilling  any  of  the 
contents.  Fill  the  glass  tubes  (be)  with  water,  so  that  the  level  reaches  the  zero  line, 
taking  care  that  when  this  is  done  the  tube  (c)  contains  only  a little  water  by  being  placed 
high — it  having  to  receive  what  is  displaced  from  (b)  by  the  nitrogen  evolved.  Now  con- 
nect the  india-rubber  tubing  to  the  bottle,  and  noting  lastly  that  the  water  is  exactly  at  zero, 
upset  the  contents  of  the  inner  tube  into  the  Hypobromite  Solution.  Nitrogen  is  evolved, 
and  depresses  the  water  in  (b).  When  this  ceases  lower  (c)  until  the  level  of  the  water  in 
both  tubes  is  equal.  To  be  exact,  dip  (a)  into  cold  water  to  cool  the  gas  before  taking  a 
reading,  and  note  the  results,  which  shows  percentage  of  urea. 

I he  Solution  of  Hypobromite  of  Soda  is  made  by  dissolving  100  grammes  of  Caustic  Soda 
in  250  c.c.  of  water,  then  adding  22  c.c.  of  Bromine. 

In  combining  these  tests  in  one  instrument  we  admit  that  the  Fermentation  Test  is  open  to 
several  objections,  and  is  to  a great  extent  superseded  by  the  “ Copper  Reduction  Test  ; ” 
but  we  are  satisfied  that  fairly  comparable  results  can  be  obtained  in  this  way,  and  as  the 
same  apparatus  can  be  used  for  the  two-fold  purpose  without  any  expense  other  than  engra- 
ving the  tube,  we  feel  justified  in  bringing  it  forward. 

To  avoid  the  danger  of  the  Bromine  vapour,  the  Bromine  is  sold  in  hermetically-sealed  glass 
tubes,  containing  2 2 c.c.  ; one  of  these  placed  in  the  large  bottle  with  25  c.c.  of  the  soda 
solution  gives,  when  broken  by  being  dropped  on  the  end,  the  exact  quantity  of  Hypobromite 
for  one  estimation  of  urea,  and  all  bad  odour  is  avoided. 


URINOMETERS.&C. 


3562 

3563 
3565 
6513 

4695 

4696 

4697 
6795 


3562 


3565 


, # ~ J ~ 7 ^ J 

,,  with  graduated  trial  glass,  in  double 
Graduated  trial  glasses 
Stirring  rods,  glass 
Litmus  books,  blue 
» ,,  red 

Turmeric  ,, 

Watch  glasses 


case  ... 

each 

2 

0 

n • • • 

> > 

3 

6 

yy 

0 

9 

per  doz. 

1 

6 

yy 

0 

10 

y ) 

0 

10 

>y 

0 

10 

yy 

i 

0 
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URINE  TEST  GLASSES. 


1 

G,C 

C 

'CZC> 

4642 


4645 


4646 


4644 


4642 

4645 


Cylindrical  with  lip,  on  foot 
,,  Hydrometer  Jars 


Capacity  2 oz. 
Inches  6 X 1 
each  5-|d. 


4646 

4644 


,,  Sediment  Jars, 
Conical  with  lip,  button  stem 


frosted  foot 


4643  Conical  with  lip,  ordinary 

URINE  TEST  TUBES. 


each 


Capacity 

4 oz. 

6 oz. 

8 oz. 

...  each 

8d. 

gd. 

i id. 

4 oz. 

6 oz. 

IO  OZ. 

20  OZ. 

J 5 X H 

7 x if 

8x2 

io£  x 

6d. 

8d. 

9d. 

1/3 

Capacity 

4 oz. 

6 oz. 

8 oz. 

Inches 

6|x  H 

6x2 

8x2 

each 

9d. 

1/2 

1/3 

...  , , 

6 oz. 

i id. 

8 

oz.  1/- 

...  ,, 

6 oz. 

8 

oz.  1/2 

2 OZ. 

4 oz. 

6 oz. 

8 oz. 

4d. 

5d- 

6d. 

7d. 

4683 


4680 


4683 

4680 


Hoare’s 
Nest  of  6 


4682 

Test  Tube  Stands. 

4690  Mahogany,  14  holes  ... 

4691  Teak  6 ,, 

4692  ,,  6 ,,  with  drainage  pegs 

Test  Tube  Holders. 

4693  Cross  action 

Test  Tube  Brushes. 

5540  Horse-hair 


Inches  4X*  4xf  5x£  5X§  5Xf 

Per  gross  3/9  4/3  4/6  5/3  6/- 


N 


iliniiiiiii'HiiilP 

4690  s.  d. 

per  doz.  1 6 

per  nest  o 6 

6x^  6xj  6xf  6x1 
5/9  6/ 9 10/- 


4/9 


each 


5 5 


each 


o 


per  doz.  o 
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UTERINE  DREDGER. 


3566  Jessitt’s,  nickel-plated,  in  case  ...  ...  ...  ...  each 


UVULATOME. 


3567  Mackenzie’s,  nickel-plated 


£ *•  d- 
25° 


1 1 o 


VACCINATION  CASES. 

3570  Aseptic  set,  complete,  in  metal  case, 
consisting  of  Cooper  Rose’s  Vaccina- 
tor, Tube  for  Lymph,  Glass  Tube 
for  Methylated  Spirits,  and  Blower 
for  Lymph  ...  ...  ...  each  10  6 

VACCINE  LANCETS.  3570 


3583 


3584 


3581  3582 

3581  Weir’s,  all  metal,  nickel-plated  ...  ...  ...  ...  each 

3582  Lancet  and  Scratcher  ,,  ...  ...  ...  ...  ,, 

3583  Cooper  Rose’s  ,,  ...  ...  ...  ...  ,, 

3584  Greaves’  Spatula  and  Scratcher,  nickel-plated  ...  ...  ,, 


4 

2 

5 
5 


o 

9 

o 


9 


3585 

3586 

3587 


3585 


msmsm 


uu  1 uiy 


3586 


lain1 


Stevens’  aseptic,  nickel-plated 

Aseptic  handle,  with  detachable  scratcher,  nickel-plated... 
Scratchers  for  3586  ... 


each 


VECTIS, 

Midwifery. 

3590  Lownde’s,  nickel-plated  ...  ...  ...  ...  each 

>>  »>  aseptic  ...  ...  ...  ... 


4 3 
7 o 
1 o 


8 6 
9 6 


ig6 


Section  3. 


ARTIFICIAL  LIMBS,  CRUTCHES, 


AND 


DEFORMITY  APPLIANCES 


Artificial  Arm  and  Hand,  for  amputation  above  elbow,  with  elbow  joint 
to  adjust  to  any  angle,  and  adjustable  wrist  joint  with  spring  thumb 
and  fingers  fully  articulated  which  can  be  set  to  any  position  required. 
Best  quality 
Second  ,, 

Artificial  Arm  and  Hand,  for  amputation  above  elbow,  with  elbow-joint, 
fingers  not  articulated,  movable  spring  thumb,  and  no  movement  at 
wrist 

Artificial  Arm  and  Hand,  for  amputation  below  elbow,  with  nickel-plated 
forged  steel  elbow-joint,  other  movements  as  in  No.  i. 

Best  quality 
Second  ,, 

Artificial  Arm  and  Hand,  for  amputation  below  elbow.  Constructed 
similarly  to  No.  2,  but  without  elbow-joint 
Socket  Arm,  for  amputation  above  elbow,  without  elbow-joint,  fitted  with 
leather  shoulder  cap  and  webbing  brace  to  strap  round  the  body, 
complete  with  a hook,  knife  or  fork 
As  No.  5,  but  with  adjustable  elbow-joint,  superior  quality... 


each 


}} 


} > 


£ s.  d. 
10  10  o 
900 


5 IO  o 


900 
7 IO  o 

s o O 


1 15  o 

2 15  O 
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ARTIFICIAL  LIMBS,  Continued. 


7 8 £ s.  d. 

7 Socket  Arm,  for  amputation  below  elbow,  without  joints,  fitted  with  ring, 

hook,  knife  or  fork  ...  ...  ...  ...  each  i io  o 

8 Hand  Socket  ...  ...  ...  ...  ...  ...  „ 120 

Appliances  for  Mutilated  Hands  made  to  order,  according:  to  the  nature  of  the  deficiency. 


Instruments  for  Artificial  Arms. 


15 


IO 

Knife 

each 

10 

6 

1 1 

Ring 

...  ...  55 

10 

6 

12 

Fork 

...  ...  n 

IO 

6 

Button  Hook 

...  ...  j j 

IO 

0 

H 

Spoon 

...  ...  ,, 

IO 

0 

15 

Hook 

...  ...  )) 

IO 

6 

16 

Penholder  ... 

...  ...  ), 

IO 

6 

Any  of  these  Instruments  can  be  adapted  to  fit  in  the  end  of  the  socket 
(when  hand  is  removed)  or  in  the  palm  of  the  hand,  as  may  be  required. 
We  shall  be  pleased  to  consider  suggestions  as  to  accessories  other  than 
the  above  to  suit  requirements. 


20  Artificial  Leg,  for  amputation  above  knee.  The  “ Anglesey.” 
1 his  is  a specially  light  limb,  having  the  minimum  of  metal  work  in 
its  construction.  With  full  length  tendon  action,  and  back  and  fore 
movement  only  to  ankle  joint. 

Best  quality  ...  / 12  o o Second  quality  ...  £g  10  o 

21  Artificial  Leg,  for  amputation  just  above  or  through  knee-joint. 
This  gives  room  for  the  long  stump,  and  keeps  the  length  the  same  as 
the  thigh  of  the  sound  limb  from  crutch  to  knee.  The  thigh  socket  is 
partly  made  to  lace,  by  which  means  it  can  be  adapted  to  the  stump  in 
case  of  its  having  shrunk  in  the  middle,  thereby  preventing  the  moving 
of  the  stump.  With  full  length  tendon  action  and  back  and  fore  move- 
ment only  to  ankle-joint. 

Best  quality  ...  /12  10  o Second  quality  ...  /To  10  o 

22  Artificial  Leg,  for  anchylosed  knee-joint,  for  amputation  below 
knee,  and  which  has  become,  through  contraction,  almost  or  quite  im- 
movable, The  tendon  action  is  obtained  in  this  case  by  attachment  to 
side  joints  at  knee. 

Best  quality  ...  £12  10  o Second  quality  ...  £ 10  10  o 

23  Artificial  Leg,  for  amputation  above  knee.  A strong  limb, 
suitable  for  working  men,  without  tendons.  The  movements  consist 
of  springs  in  heel  and  at  knee. 

Best  quality  ...  £8  5 o Second  quality  ...  £ 7 10  o 


22 
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26  Artificial  Leg,  for  amputation  just  below  knee,  with 
full  length  tendon  action  and  back  and  fore  movement  only  to 
ankle-joint,  nickel-plated  steel  joints  at  side  of  knee.  Same 
workmanship  and  finish  as  No.  20. 

Best  quality,  £11  10  o Second  quality,  £9  10  o 

27  Artificial  Leg,  for  amputation  below  knee.  The 
tendons  in  this  case  are  made  a fixture  in  the  calf,  making  a 
strong  substantial  limb,  not  liable  to  get  out  of  order.  With 
nickel-plated  steel  joints. 

Best  quality,  £g  15  o Second  quality,  £g  5 o 

28  Artificial  Leg,  for  amputation  below  knee.  The  same 
as  No.  27,  but  with  the  addition  of  a leather  padded  sheath 
fitted  inside  the  lower  socket.  Suitable  for  those  who  have  a 
tender  stump. 

Best  quality,  £g  15  o Second  quality,  £g  5 o 

29  Artificial  Leg,  for  amputation  below  knee.  A strong 
limb,  suitable  for  working  men,  and  not  likely  to  get  out  of 
order,  without  tendon,  the  movement  being  obtained  by  spring 
in  heel. 

Best  quality,  £8  o o Second  quality,  £6  17  6 

30  Artificial  Leg,  for  amputation  below  knee. 

For  long  stump  ...  ...  £5  10  o 


36  38  40 

36  Artificial  Leg,  for  Syme’s  operation  through  or  just  above  ankle.  Con- 
structed for  cases  where  the  stump  is  incapable  of  bearing  any  pressure. 

With  tendon  action  to  foot  and  nickel-plated  steel  joints. 

Best  quality  ...  ...  £12  o o Second  quality  each 

37  Artificial  Leg,  for  Syme’s  operation,  without  thigh  socket.  Constructed 
for  cases  where  weight  can  be  borne  under  knee  or  on  end  of  stump. 

Other  movements  as  above.  Best  quality,  £826  Second  quality  ,, 

38  Artificial  Leg,  for  Syme’s  operation,  without  tendon,  but  fitted  with 
check  strap  at  back  to  prevent  wearing  of  joints.  A spring  is  attached 
in  front,  made  to  fasten  on  the  two  uprights  by  means  of  brass  studs. 

With  nickel-plated  steel  joints.  Best  quality,  £6  7 6 Second  quality  ,, 

40  Artificial  Leg,  for  Chopart’s  amputation.  Workmanship  and  finish  as 
above,  with  nickel-plated  steel  joints,  allowing  the  ankle  free  movement. 

Best  quality  ...  ...  (6  15  o Second  quality  ,, 


£ s-  d- 

9 5° 

6176 

5 5° 

5 10  o 


c“*s 


DEFORMITY  APPLIANCES. 


199 


45 

+6 

47 

48 

49 

50 

51 

52 


45  47  49 

For  amputation  above  knee,  leather  bucket 
,,  ,,  jj  wooden  ,,  ...  ...  ... 

,,  ,,  ,,  ,,  constructed  with  a spring  at  back  so  as  to 

bend  when  sitting 

For  amputation  above  knee,  similar  to  No.  47,  but  with  a leather  socket 
as  shewn  m No.  49  instead  of  peg 

For  amputation  below  knee,  leather  socket,  band  to  fasten  above  knee 
For  amputation  below  knee.  Similar  to  No.  49,  but  with  laced  leather 
thigh  socket  and  steel  joints  at  knee  to  take  part  of  weight  around  thigh 
For  amputation  below  knee,  for  long  stump,  with  rest 

ditto  for  short  stump,  without  rest  ... 


£ 

s. 

d. 

each 

1 

17 

6 

5 5 

1 

10 

0 

5 5 

3 

5 

0 

55 

5 

0 

0 

55 

1 

J7 

6 

5 5 

3 

10 

0 

5 5 

1 

5 

0 

5 5 

1 

0 

0 

55  56 

55  Leather  Socket  for  Syrne’s  operation 

56  ,,  „ ,,  Chopart’s  „ 

57  Cork  Boots  (according  to  quality  and  thickness  of  cork) 


57 

each 

• • . * * * B 

from  £1  5 oto  „ 


1 12  6 

1 12  6 

250 
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CRUTCHES  and  CRUTCH  TIPS. 


60  64 

6o  Black  Wood,  padded  head 
,,  not  padded 


6i 


62  Plain  Wood  (as  60) 

63  ,,  , common,  for  Hospitals,  etc. 

64  Single  Spring 

65  Double  ,, 

66  French  Double 

67  ,,  American  pattern  ... 


65  £ s.  d. 
per  pair  6 o 


5 

3 

2 

10 

12 

13 
10 


o 

o 

o 

o 

o 

6 

6 


71 


70  Black'or  Grey  Rubber  for  sticks 

71  >>  >>  ,,  for  light  wear 

72  Black  Rubber,  for  hard  wear 

73  Grey 


1 inch,  gd.,  i£  inch 
1 inch,  2/9,  ij  inch 


per  pair 


— 
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EXTENSION  APPLIANCES. 


75  77 

75  Thomas’s  Single  Hip  Splint,  leather  covered,  with  bands  complete 

76  Ditto  ditto  ditto  best  quality 

77  Thomas’s  Double  Hip  Splint,  leather  covered,  with  bands  complete 

78  Ditto  ditto  ditto  best  quality 

79  Pattens  for  above 


80 

each 

1 

►—1 

00  <f> 

d. 

6 

5 5 

1 

4 

0 

5 5 

1 

1 1 

0 

5 5 

2 

8 

0 

> ? 

3 

0 

80 

81 

82 

83 


86 


Thomas’s  Hip  Splint  is  acknowledged  by  the  Medical  Profession  to  be  the  best  appliance 
ever  invented  for  the  treatment  of  all  forms  of  Hip  Disease.  It  can  be  applied  at  any  stage 
of  the  disease,  and  worn  until  the  cure  is  complete. 

METHOD  OF  APPLICATION. — The  Bands  at  Chest,  Thigh  and 'Ankle  are  bent 
to  fit  comfortably,  a broad  body  bandage  is  then  wound  round  the  vertical  stem  to  obtain  a 
good  hold  of  it,  and  then  passed  a few  times  round  the  body,  an  ordinary  bandage  being 
applied  to  the  Thigh  and  Leg. 

Directions  for  Measurement.  — Circumference  of  Chest  at  line  of  nipples.  Circum- 
ference of  Thigh  2 inches  below  fold  of  buttock.  Circumference  about  3 inches  above  ankle. 
Length  from  line  of  nipples  to  2 inches  below  fold  of  buttock.  Length  from  line  of  nipples 
to  3 inches  above  ankle.  Send  boot  for  sound  leg  to  have  patten  affixed.  Say  whether 

right  or  left  leg. 

In  case  of  a Double  Splint  being  required , the  measurements  of  both  limbs  should  be  given. 

Thomas’s  Knee  Splints,  Hospital  quality  ...  ...  ...  each 

j > j 5 best  , , ...  ...  , , 

,,  ,,  fitted  with  sliding  foot  piece  ...  extra  ,, 

Pattens  for  above  ...  ...  ...  ...  ...  ,, 

An  appliance  which,  while  enabling  the  patient  to  move  about,  has  the  great  advantage 
of  leaving  the  joint  exposed  so  that  the  effects  of  treatment  may  be  observed. 

Directions  for  Measurement. — Circumference  of  Thigh  at  Crutch.  Circumference  of 
Knee.  Length  from  Crutch  to  Knee-joint.  Length  from  Knee  to  Sole  of  Foot.  Send  boot 
of  sound  leg  to  have  patten  attached.  Say  whether  right  or  left  leg. 

Wrenches  for  bending  and  adjusting  the  above  Splints  ...  ...  per  pair 


18  6 

4 0 
9 6 
3 o 


12  6 


90  Bunion  Springs  ...  each  9 6 

Tracing  of  foot  required. 


90 
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98 


91  Moulded  Leather  Knee  Caps,  to  lace,  lined  with  chamois  ... 


92  >5  ,,  strengthened  with  steel  supports 

93  Leather  Knee  Caps,  for  fractured  patella,  lined  chamois,  to  lace  at  side 

94  Appliance  with  steel  stop  joints,  broad  bands  and  leather  knee  cap,  all 
covered  and  lined  with  moleskin  or  chamois.  Being  adjustable,  no 
movement  is  allowed  at  first,  but  when  required  can  be  gradually  effected. 
This  is  acknowledged  to  be  a great  improvement  on  the  blocked  leather 

appliance 

95  Appliance  for  misplaced  cartilage,  with  steel  joints,  broad  bands,  and 

kidney-shaped  knee  pad,  leather  covered  from 


176 
15  ° 

200 
1 15  o 


96  Paget’s  Spring  Clamp,  for  misplaced  cartilage,  adjustable,  leather 

covered,  lined  with  chamois  ...  ...  ...  ,, 

97  Web  and  Moleskin  Knee  Caps,  to  lace  at  side  ...  ...  ...  ,, 

Directions  for  Measurement.— Circumference  above  Knee.  Circumference  of  Knee. 
Circumference  below  Knee.  Length,  and  state  which  leg. 

98  Knee  Support,  for  use  after  Excision  of  Knee,  outside  stem  to  Pelvis, 

with  moulded  leather  knee  cap,  forked  strap  for  ankle  and  boot  complete  from 


12  6 
7 6 


2100 


Directions  for  Measurement. — Circumference  at  Pelvis.  Length  from  Pelvis  to  ground. 
Pattern  boot,  circumference  at  ankle,  heel,  instep,  ball  of  toes,  and  tracing  of  foot. 


FLAT  FOOT  APPLIANCES. 

100  Single  Outside  Leg  Instrument,  with  forked 

strap,  complete  with  Boot  ...  from  each  1 1 o 

101  Double  ditto  ditto  ,,  ,,  1 17  6 

Directions  for  Measurement. — Circumference  below 
Knee.  Circumference  at  Ankle-Joint.  Length  from  below 
Knee  to  ground.  Tracing  of  foot,  with  circumference  of 
ankle,  heel,  instep,  and  ball  of  toes.  State  whether  right 

or  left. 


100 


D E F O R M I T Y APPLIANCES. 
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FLAT  FOOT  APPLIANCES,  Continued. 


105  s.  d. 

102  Little’s  Valgus  Spring,  with  steel  joints  concealed  in  Boot 

each,  children’s,  6/6,  adults  each  9 o 

1 his  Appliance  consists  of  a light  steel  spring,  and  is  placed  between  the  upper  part  of 
the  boot  and  the  lining. 

103-'  Steel  Spring  in  leather  sock,  for  wearing  inside  boots  and  shoes  ...  per  pair  6 6 

* Send  Boot  when  ordering. 

No.  123 

105  Drab  India  rubber  for  flat  feet 

106  Covered  with  chamois  ... 


No.  1 
each  1/2 

1/9  if- 


2 

8d. 


5 J 


4 5 

6d.  5d.  3d. 

iod.  8d.  6d. 


HAMMER  TOE  APPLIANCES. 

108  Improved  pattern  ...  from  each  10  o 

Directions  for  Measurement. — Tracing  of  Foot  with  toes 
divided,  and  state  which  toes  are  affected 

LEG  INSTRUMENTS. 


112 


no  With  toe  raising  spring,  suitable  for  cases 
of  paralysis  and  partial  paralysis.  When 
the  muscles  which  raise  the  foot  have 
lost  their  power,  the  spring  lifts  the  toes 
and  prevents  tripping. 

With  Boots  complete  ...  from  each  1 15 

in  With  toe  depressing  spring,  for  use  in 
cases  of  calcaneus. 

With  Boots  complete  ...  from  ,,  1 15 

Directions  for  Measurement. — Circumference  below 
Knee.  Circumference  of  Ankle.  Length  below  Knee  to 
Ankle.  Length  from  Ankle  to  ground.  Tracing  of  foot 
and  circumference  at  heel,  instep,  and  ball  of  toes.  State 
whether  right  or  left  leg. 


no 


1 12  Single  stem  to  knee,  for  outward  curvature  of  Tibia,  with  sliding  piece 
to  admit  of  lengthenings  or  growth,  with  laced  tibial  band  and  boots 

complete  ...  ...  ...  ...  ...  from  per  pair  215  o 

Directions  for  Measurement.  Circumference  at  Knee.  Circumference  below  Knee. 

Circumference  of  Ankle.  Length  centre  of  Knee  to  Ankle.  Length  Ankle  to  ground. 

Tracing  of  foot,  with  circumference  at  heel,  instep,  and  ball  of  toes.  State  whether  right 

or  left  leg. 

1 13  Wood  Splints,  for  outward  curvature  of  Tibia,  padded,  with  straps 

complete  per  pair  6 6 
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LEG  INSTRUMENTS,  Continued. 


I 

I 


1 15  Single  Stem  to  Pelvis,  with  knee  cap  and  forked  strap  for  ankle  and 

boots  complete  ...  for  one  leg,  from  £o.  10  o from  per  pair  400 

This  Support  is  generally  applied  for  Inward  Curvature,  as  greater  control  can  be 
obtained  over  the  leg  when  extended  to  Pelvis. 


1 16  Single  Stem  to  Pelvis,  Double  to  below  knee,  with  kneecap  and 

forked  strap  for  ankle  and  boots  complete,  for  one  leg,  from  £2  150  from  per  pair  4100 

This  Support  is  suitable  for  the  after  treatment  of  Talipes,  when  there  is  usually  a 
tendency  to  turn  the  feet  in.  The  reason  for  putting  the  steel  inside  to  below  knee  is  that  in 
Varus  the  ankle  falls  out,  so  that  the  forked  strap  on  the  outside  of  the  boot  passed  round 
the  inner  steel  keeps  the  ankle  in  position. 

1 17  Single  Stem  outside  to  Pelvis,  inside  to  below  knee,  with  knee  cap  and 

forked  strap  for  ankle  and  boot  complete,  for  one  leg,  from  £2  10  o from  per  pair  400 

This  Support  is  suitable  for  the  after  treatment  of  Talipes,  where  the  double  steel 
below  knee  is  not  required,  and  has  the  advantage  in  adult  cases  of  not  being  so  conspicuous. 

1 18  For  Paralysis,  stem  double  to  thigh,  single  from  thigh  to  Pelvis,  with 

with  ring  catch  joint  at  knee,  strong  knee  cap  and  boots  complete. 

For  one  leg,  from  £3  10  o from  per  pair  5 10  o 

In  cases  of  Paralysis,  it  is  always  advisable  to  fit  the  ring  catch  joint  at  knee,  which 
admits  of  the  patient  walking  about  without  danger  of  the  knee  giving  way,  and  can  be 
released  for  sitting  down. 

1 19  Single  Stem  outside  to  Pelvis,  inside  to  thigh,  with  knee  cap  and  forked 

strap  for  ankle  and  boots  complete,  for  one  leg,  from  £2  12  6 from  per  pair  450 

This  support  is  most  commonly  and  frequently  used  for  cases  of  bow  legs  with  inversion 
of  foot,  and  is  the  only  reliable  means  of  effecting  a cure,  as  by  drawing  in  the  Pelvic  band 
the  feet  are  turned  outwards. 


Directions  for  Measurement. — Circumference  of  Pelvis,  Thigh,  Knee,  below  Knee,  and 
Ankle.  Length  Great  Trochanter  to  Knee-Joint.  Length  Knee-Joint  to  Ankle.  Length 
Ankle  to  ground.  Tracing  of  foot  on  paper,  with  circumference  of  heel,  instep,  and  ball  of 
toes.  State  whether  for  right,  left,  or  both  legs,  Male  or  Female,  and  age. 
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125 

126 

128 

129 

130 

• 

132 

Little’s  Tin  Splint,  hinged,  covered  and  softly  padded,  fitted  with  fly- 
nut  and  slot  adjustment,  allowing  a gradual  movement 

Little’s  Tin  Splint,  without  hinge,  covered  and  softly  padded 

Reeve’s  Shoe,  covered  and  softly  padded,  similar  to  Scarpa’s  in  shape, 

but  fitted  with  a ball  and  socket,  universal  joint  in  place  of  rack  joints, 
by  which  means  the  foot  can  be  set  at  any  angle 

ditto  with  straps  and  flaps  ...  ...  . ... 

Scarpa’s  Shoe,  single  rack  and  pinion  movement,  for  adduction  and 
lifting  of  the  Plantar  arch  of  foot 

ditto  with  double  rack  and  pinion  movement 

Improved  pattern,  with  rack  and  pinion  movement,  wide  calf  band,  and 
straps  fixed  to  obviate  the  strain  on  the  racks 


132 

£ *• 

d. 

each 

5 

O 

5) 

4 

O 

5 5 

10 

6 

n 

16 

0 

5 > 

1 12 

6 

5 5 

2 2 

0 

2 5 

0 

Directions  for  Measurement. — Circumference  below  Knee,  of  Ankle,  Heel,  Instep,  and 
Ball  of  Toes  Length  from  below  Knee  to  Ankle-Joint,  and  Ankle-Joint  to  ground.  Tracing 
of  foot  on  paper.  State  whether  right  or  left,  Male  or  Female. 


POROPLASTIC  APPLIANCES, 

135  Fisher’s  Splints,  for  outward  curvature 
of  tibia,  uncovered,  with  straps  only, 

per  pair 

136  Covered  and  lined  with  chamois  ,, 

137  Splint  for  Ankle  and  Foot  (uncovered), 

hospital  quality  each 

138  Ditto,  superior  quality,  covered  and 

lined  with  chamois  each 

139  Splint  for  Leg  and  Thigh,  to  lace, 
uncovered,  hospital  quality  each 

140  Ditto,  superior  quality,  covered  and 

lined  with  chamois  each 

135 


10  o 
100 

10  6 

126 
1 2 6 

1 17  6 


Directions  for  Measurement.  — Circumference  of  Thigh,  above  Knee,  at  Knee,  below 
Knee,  of  Calf,  and  Ankle.  Length  from  Thigh  to  Knee-Joint,  and  Knee  to  Ankle.  State 
quality  required,  and  whether  right  or  left,  Male  or  Female. 
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POROPLASTIC  APPLIANCES,  Continued. 


141 

Spinal  Supports. 


145 


Hip  and  Leg  Splint  to  Knee,  Hospital  quality, 
with  straps  only 

Ditto,  superior  quality,  covered  and  lined  with 
chamois 


£ 5.  d. 
each  170 

,,  2 10  o 


Directions  for  Measurement.  — Circumference  at  Waist,  Hips,  top 
of  Thigh,  and  above  Knee.  Length  from  Waist  to  top  of  Thigh,  top  of 
Thigh  to  centre  of  Knee.  State  whether  right  or  left,  Male  or  Female. 

All  Povoplastic  Felt  Supports  must  be  moulded  directly 

on  to  the  patient. 


145  Poroplastic  Felt  Jackets,  best  quality 

ditto  medium  ,, 

ditto  Hospital,, 

Fitted  with  Crutch  Supports,  for  Axilla 

,,  ,,  Steel  ,,  for  Lateral  Curvature 

„ „ ,,  for  Angular 

146  „ „ Jury  Mast... 

147  For  Cervical  Curvature,  best  quality 

„ „ ,,  medium  ,, 

,,  ,,  Hospital  quality 


:om 

1 

1 

0 

to 

2 

2 

0 

? ? 

18 

0 

to 

I 

IO 

0 

> > 

12 

0 

to 

18 

0 

extra 

I 

5 

0 

?? 

5? 

7 

6 

n 

y y 

L7 

6 

yy 

y y 

I 

0 

0 

5 y 

1 

10 

O 

to 

2 

15 

0 

? y 

1 

5 

O 

to 

I 

17 

6 

yy 

18 

O 

to 

I 

7 

6 

Directions  for  Measurement. — For  Jacket. — Circumference  at  Axilla,  Waist,  and  Hips. 

Length  from  Axilla  to  Great  Trochanter. 

In  severe  Angular  cases  circumference  over  Apex  of  Curve,  position  of  same,  and  contour. 

should  be  given  ; in  lateral  cases  a description  of  the  case. 

For  Cervical  Jacket. — Same  measurements  as  for  above,  and  in  addition  circumference  of 

Neck,  length  from  Neck  to  Axilla. 

For  Jacket  with  Jury  Mast. — Circumference  at  Axilla,  of  Waist,  Pelvis,  and  Head  across 
Forehead.  Length  from  top  of  Forehead  over  Plead  to  Nape  of  Neck.  Length  Nape  ol 
Neck  down  Spine  to  line  of  Pelvis.  Length  from  Axilla  to  crest  of  Ilium.  Length  from 

Axilla  to  Great  Trochanter. 


DEFORMITY  APPLIANCES. 
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SPINAL  SUPPORTS,  Continued 


148 


149 


£ s- 

d. 

£ 

s. 

di 

Poroplastic  Felt,  for  Wry  Neck,  best  quality  ... 

from 

1 1 

O 

to 

2 

0 

0 

,,  ,,  ,,  ,,  medium  ,, 

> > 

16 

0 

to 

1 

8 

6 

» ? ,,  ,,  ,,  Hospital  ,,  ...  ... 

India  rubber  Inflating  Collar,  with  Stopcock,  for  slight 

12 

6 

to 

1 

1 

0 

cases  of  Wry 

Neck 

each 

7 

6 

When  ordering  state  quality , and  if  for  Male 


or  Female. 


Directions  for  Measurement. 

For  Wry  Neck. — Circumference  of  Neck.  Circumferenceof  Axilla.  Length  from  Neck  to  Axilla. 
For  India  Rubber  Collar  — Circumference  of  Neck. 


150  Steel  Support  for  Lateral  Curvature  and  general  weakness  of  the  Spine  each 

151  „ >>  f>  Angular 

This  form  of  Appliance  is  most  generally  used  on  account  of  its  lightness  and  easv 
adjustment.  The  stay  portions  are  a great  support  to  the  whole  body,  and  can  be  adjusted 
when  necessary. 


Directions  for  Measurement.  -Circumference  at  Axilla.  Circumference  of  Waist. 
Circumference  of  Pelvis  2 inches  below  crest  of  Ilium.  Length  from  Axilla  to  Ilium. 

Length  from  Ilium  to  Great  Trochanter. 


3 10  0 
3 !o  o 


For  Chest  Expanders  and  Ladies'  Corsets  for  general  support  and  weakness  of  the  Spine  ( see  Section  4. ) 
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SPINAL  APPARATUS. 


155  Sayre’s  Apparatus,  complete,  comprising:— 

Tripod  ...  ...  2 17  6 

Set  of  Pulleys  ...  ...  15  o 

Arm  Rests  ...  ...  7 6 

Cross-bar,  nickel-plated  ...  7 6 

Leather  Band  for  Chin  and 

Occiput  ...  ...  6 6 


£\  H o 

6375  Sayre’s  Vests 

No.  00  01  234  567 

each  1/9  2/-  2/2  2/4  2/8  2/10  3/3  3/6  3/9  4/- 


WRISTLETS. 


161 

160  Leather,  lined  with  chamois,  to  lace  ...  ...  •••  each 

161  ,,  moulded  to  plaster  cast,  lined  chamois,  best  quality,  to  lace 

— ,,  Hospital  quality  ...  •••  •••  •••  o'' 

*162  Apparatus  for  Dropped  Wrist,  to  lace  ...  •••  •••  ” 

♦This  is  an  efficient  Support  in  cases  of  Paralysis  of  the  Wrist, is  not  very  noticeable,  and 
does  not  interfere  with  the  free  use  of  the  hand  or  fingers. 


s.  d, 
2 O 

18  6 

9 6 
9 6 


Quotations  for  any  kind  of  Deformity  Appliance  other  than 

those  quoted  Herein  on  application. 
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Section  4. 


SURGICAL  APPLIANCES 


AND 


HOSPITAL  REQUISITES. 


AMBULANCE  CASES. 


CONTENTS: 

i lb.  Red  Cross  Tissue 
i lb.  Sal  Alembroth  Wool 

1 lb.  Plain  Lint 
Jib.  Boracic  Lint 

i yd.  Gutta  Percha  Tissue 
iyd.  Oiled  Silk  Protective 
ivd.  Adhesive  Strapping 
i yd.  Surgeon’s  Adhesive 

e • a r ft 

i2oz.  Bottle  Carbolic  Oil 
402.  Powdered  Boric  Acid 

2 only  Powder  Dredgers 

10  ,,  1 in.  Roller  Bandages 

8 ..  2in. 

8 ..  3in. 

6 ,,  Esmarch’s  Bandages 

6 doz.  Safety  Pins 
1 Tourniquet  with  Boxwood  Clips 
1 Bottle  Silk  Ligature 

1 „ Catgut  ,, 

2 doz.  Surgeon’s  Needles,  assoi  led 
1 Sponge 

1 Probe 

1 Pair  Dressing  Scissors 
1 ,,  Forceps 

1 ,,  Artery  Forceps 

1 ,,  Cline’s  Leg  Splints 

1 ,,  Angular  Arm  Splints 

i Set  Cline's  ,, 

1 Copy  of  "First  Aid  to  the  Injured. 


\\\\\\\\\ww 


1 li  , 


T1  ..  , , , . „ 4010  THE  "ACME.” 

4010  Polished  Oak,  with  lock  and  key,  size  2o^xi7^xyjI  inch 


£3  3 0 
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AMBULANCE  CASES,  Continued. 


CONTENTS: 


Jib.  roll  Red  Cross  Tissue 


41b. 
Jib. 
i yd. 
iyd. 
i yd. 


Plain  Lint 
Boric  Lint 
Gutta  Percha  Tissue 
Hospital  Strapping 


Surgeon’s  Adhesive 


Plaster 
1 20Z . bottle  Carbolic  Oil 
4 oz.  Powdered  Boric  Acid 
x only  Powder  Dredger 
6 ,,  i in.  Roller  Bandages 


5 ..  2 m. 

5 ..  3in- 

6 ,,  Esmarch’s  Bandages 
3 doz.  Safety  Pins 

i only  Tourniquet 
i bot.  Silk  Ligature 
i „ Catgut  ,, 
i doz.  Surgeon’s  Needles 
i only  Sponge 
x pair  Dressing  Scissors 
i ,,  Artery  Forceps 
i Set  of  3 Cline’s  Arm  Splints 
i Copy  of  “First  Aid  to  the 
Injured  ’’ 


4011 


THE  “EUREKA.” 


4011  Polished  Mahogany,  fitted  with  lock  and  key,  size  i8J-Xio-Jxg 


Deal 


1) 


5? 


£2  2 0 
£1  10  0 


CONTENTS: 


Jib.  Red  Cross  Tissue. 
Gutta  Percha  Tissue 
Set  of  Splints 
Bottle  of  Carron  Oil 
, , Carbolic  Oil 

,,  Sal  Volatile 

, , for  Brandy 

Measure 

6 Triangular  Bandages 
Jib.  Boric  Lint 
iyd.  Strapping 
1 Spool  Tape  Plaster 
8 Roller  Bandages,  assorted 
Tourniquet 
Needles  and  Pins 
Dressing  Scissors 


4012 


4012  THE  “HANDY.” 

Polished  Deal,  with  lock  and  key  and  drop  down  front  ... 
Oak  ...  ...  ...  ...  ••• 


each 


4264 


Mahogany 

Copies  of  “ First  Aid  to  the  Injured  ” 


n 


£1  16  0 
£2  0 0 
£2  2 0 


2 0 
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The  “Compactoid,”  Enamelled  Tin  Cases,  highly  finished,  lettered  on  top. 

In  three  sizes ; contents  as  follows  : — - 


AMBULANCE  CASES,  Continued. 


E^a  ' CblvipAcTQ|D  • 
__  ursTauT 
fldVBULANTF 


4015  No.  1,  Cotton  Wool,  Lint,  three  Bandages,  Safety  Pins,  Sal  Volatile, 
Camel  Hair  Brush,  Plaster,  Needle  and  Silk,  Styptic  Colloid, 
Triangular  Bandage  ...  ...  ...  size,  5|x$ixli 

No.  2,  Waterproof  “ Lignola,”  Plaster,  Tablet  Silk,  Needles,  Cotton 
V ool,  Lint,  Triangular  Bandage,  Splinter  Forceps,  Carbolized 
Vaseline,  Styptic  Colloid,  Sal  Volatile,  Safety  Pins,  three  Roller 
Bandages  ...  ...  ...  ...  size,  8x5ix2f 

— No.  3,  Waterproof  “ Lignola,”  Adhesive  Plaster,  five  Roller  Bandages, 
Carron  Oil,  two  Triangular  Bandages,  Sal  Volatile,  Tablet  of  Silk, 
Needles,  Splinter  Forceps,  Cotton  Wool,  Lint,  Red  Cross  Tissue, 
Safety  Pins  ...  ...  ...  size,  8*x6x3f 

In  Polished  Deal  Cases. 

No.  4,  Spring  Forceps,  Scissors,  two  Triangular  Bandages,  Cotton 
Wool,  Lint,  six  Roller  Bandages,  Carbolized  Vaseline,  Gutta 
Percha  1 issue,  Safety  Pins,  Tablet  of  Silk,  Medicine  Tumbler,  Plaster 

size,  9Jx6^x$! 

No.  5,  Spring  Forceps,  Scissors,  six  pairs  Scored  Splints,  three 
Triangular  Bandages,  Tourniquet,  Safety  Pins,  three  Roller  Ban- 
dages, Red  Cross  Tissue,  Lint,  Cotton  Wool,  Spool  Plaster,  Tablet 
of  Silk,  Needle,  Sponge,  Medicine  Tumbler,  Carron  Oil,  Tincture  of 
Arnica,  Friar's  Balsam,  Sal  Volatile,  Gutta  Percha  Tissue 

size 


The 


“Midget.” 

In  Decorated  Metallic  Box. 


each 


10if  x 7-|x5 

The  “Sanoid.” 

In  Cardboard  Box. 


£ s-  d- 

3 6 

6 o 


7 6 


12  6 


100 


CONTAINING: 

Two  Roller  Bandages 
Tape,  Bins,  Needles 
Lint  Absorbent  Pad 
Silk  Ligature 
Bottle  Ammonia 
,,  Carbolic  Oil 
C.H.  Pencil 
Adhesive  Plaster 

Per  doz.  . . 10  0 


CONTAINING: 

Roller  Bandage 

Triangular  Bandage 

Wool  Pad 

Antiseptic  Gauze 

Waterproof 

Pins 

Plaster 

Per  doz.  . . 5 0 
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ARM  SLINGS. 


4018  Plain  solid  leather 

4019  >5  >> 

4020  ,,  ,, 


4019 


with  Elbow 

,,  to  elongate  (sliding) 


4020 

each 

33 


s.  d. 

5 o 

6 6 


3 3 


IO  O 


each 

3 3 
3 3 


B1234 

B1234  Black  Cloth,  with  Strap 

4021  Tinned  Wire 

4022  ,,  ,,  Large,  Extra 


4022 

medium,  3/3;  large 


2/9; 


small,  each, 
Strong 


6 

6 

o 


BANDAGE  WINDERS- 


.0. .. 


4031 

4028  Adjustable  light  and  portable,  cheap  form 
4031  ,,  finished  in  black  and  gold 
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BANDAGE  WINDERS,  Continued. 


4029 


4027  Iron,  for  widths  up  to  4 inches 

4029  The  “Unique,”  for  widths  up  to  6 

4030  Iron,  adjustable  ,,  ,,  ,4 


4030 

£ s. 

d. 

•••  ••• 

each  8 

O 

inches,  with  patent  adjuster  ... 

» 13 

6 

) ) • • • • • • • • • 

>»  7 

0 

BATHS, 

Arm  and  Leg. 


4035  4036 


4035  Arm,  with  Tube,  enamelled,  white  inside  and!]outside,  with  blue  edg  each  18  6 

4036  Leg  ,,  ,,  ,,  ,,  ,,  ,,  ,,100 


Bed  (or  Bidets). 


4041 


4040 


4040  Bronzed,  improved,  white  inside,  with  grey  India  rubber  cushion,  each 
404T  ditto  ditto  with  padded  cushion  ...  ,, 

4042  Enamelled  Iron,  India  rubber  cushion 

ditto  with  padded  cushion  ...  ...  ,, 

4048  Cushions  for  above,  India  rubber  ... 

4°49  » >>  padded  velvet 


Small. 

Large. 

s.  d. 

s. 

d. 

14  O 

16 

c 

1 1 6 

12 

6 

15  0 

17 

6 

12  6 

13 

6 

each 

5 

6 

)) 

2 

9 
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4043 

4044 

£ s. 

d. 

4043 

Enamelled  Iron, '[Strong  japanned  stand 

• ••  • • • . • • 

each 

H 

O 

— 

55  55  55  55  55 

with  enamelled  cover 

5 ? 

17 

O 

4045 

,,  ,,  without  stand  or  cover 

5 5 

6 

O 

4044 

Earthenware,  folding  iron  frame,  with  cover  ... 

) ) 

1 1 

O 

4046  India  rubber,  Red  oval,  to  inflate  ... 
biioi  Tin,  Leather  cushion  ... 


each  18  o 


..  each  10/-,  with  cover 


B1096  With  Irrigator,  legs  unscrew  for  convenience  of  travelling 


B1879  Drab  rubber,  portable,  in  case 

each,  27  in.  diam.,  15/-,  33  in.  diam.  each  18  o 


“ Hospital.” 

4034  On  wheels,  steel,  66  in.  top  measurement,  with  strong  rubber  tyred 
wheels,  japanned  oak  and  white,  with  union  complete 
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BED  CRADLES. 


4051 


4052 


4051  Wire,  tinned 

4052  Iron,  white  enamelled 

4053  Wicker 


Small. 

Medium. 

Large. 

s.  d. 

s d. 

s.  d. 

each 

4 6 

5 0 

5 6 

3 3 

6 0 

7 6 

8 6 

33 

3 6 

4 0 

5 0 

4055  4058 

4055  Lawrence’s  (improved  pattern),  japanned  iron,  with  splint jand  straps 

complete 

4056  ,,  Iron  Cradle  only 

4057  ,,  polished  wood  with  iron' supports 


4058  Salter’s,  fixed 

4059  ,,  portable 


each  15/-,  with  splint 
,,  20/-,  ,,  ,, 


£ 

5. 

d. 

each 

1 

8 

6 

33 

1 

1 

•0 

33 

12 

0 

3 3 

1 

8 

0 

>3 

1 

12 

0 

4123/1 


U23/1 

4123/4 


EARTHENWARE. 

Slipper  shape 
Wedge  ,, 

Crrers  for  4123/1 


4123/4 

Small  Medium.  Large 

s.  d.  27717  s.  d.  d. 

each'1  3 2 ; 3 6p  ?Cc3  9 

» 3 3^*3  9^0.24  3 
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BED  PANS,  Earthenware,  Continued. 


4123/19  4123/7 


*4123/7  Round  ... 

B2254  >>  “ Nurse  Richards  ” ... 

41 23/19  Duke’s  (for  children) 

* Covers  for  above,  1/-  each 

Enamelled  Steelware. 


B2254 

Small  Medium 
s.  d.  s.  d. 

...  each  29  30 

» 3 3 3 6 

each 


Large. 
s.  d. 

3 6 

3 9 

1 8 


4123/15 

4123/10  Round,  with  cover  ... 
4123/14  ,,  aseptic  (takes  apart) 

4123/15  Slipper... 


4123/14 


...  children’s,  5/-,  adults 
small  6/6,  medium  7/6,  large 


4123/10 

each 


n 
? 5 


7 

7 

9 


o 

o 


6 


BED  RESTS. 


4124/2 

4124/1  Iron  frame 

4124/2  Mahogany  frame,  cane  back 

4124/3  „ „ padded,, 
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BED  RESTS,  Continued. 


4124/4 


4124/4  Polished  wood  frame,  woven  wire  web 
4I24/b  ,,  ,,  ,,  ,,  ,, 

BEDS,  CUSHIONS,  and  PILLOWS. 


With  Adjustable 
Arms. 

£ s.  d 
each  16  6 

» o 


Without 
Arms. 
£ *•  d. 

13  6 

11  o 


Beds,  Air. 


4060 

Size,  inches.  36x36  36x48  72x36 


4060 

Drab,  with  raised  pillows 

each 

I 13  O 2 

5 0 3 6 

0 

4X36 

Bellows  for  inflating,  oblong  shape 

...  • • • 

each  5 

0 

Beds, 

Water. 

Size,  inches. 
Average  weight. 

36x36  36x48 

10J  lbs.  14  lbs. 

72x36 
21  lbs. 

4063 

Drab,  with  or  without  pillows 

. . . 

• • • • • • 

per  lb.  5 

3 

The  full  size  Water  Beds  are  supplied  with  handles  to  facilitate  lifting. 


Cushions  and  Pillows,  Water.  Drab  Rubber. 


4082 


Price  5/3  per  lb. 


4083 


Inches. 


4082  Pillow,  Spinal 
4082A  ,, 


,,  Neck 

Inches. 

4083  Cushion,  Circular  2 


4084 

4085 


lb  6 oz 


12  x 16 
lb.  6 oz. 

16  X 25 

lb.  13  oz. 
19 


2 lb  14  oz  3 lb  2 oz  3 lb  8 oz 


Inches.  16x23 

1 lb.  12  oz.  1 
16  17  18 

lb  7 oz  2 lb  10  oz  2 lb  12  oz 
Inches.  18x15  18x18'  18x22  18x36 

,,  Reeded  2 lb  10  oz  3 lb  4 lb  5^  lb 
,,  Plain  2lb  2\  lb  2|  lb  3I  lb 

The  above  weights  and  approximate  prices  are  subject  to  the  fluctuations  of  the  market. 

N.B.— Our  Rubber  Goods  are  of  the  Finest  Quality  only. 


24  x 27 

5 lb 
4t lh 


24x36 
7 lb 
5i  lb 


36  x 36 

10  lb 
7 lb 


2l8 
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BEDS,  CUSHIONS,  &c.,  Continued. 

Cushions,  Air. 


4070  Reeded,  Drab  Twill 

4071  French  shape  ,, 

4°72  >>  ,,  Sateen  ... 


Size. 

14  X 12 

16  X 

12 

16  x 16 

s. 

d. 

s. 

d. 

s.  d. 

each 

5 

0 

5 

6 

6 3 

5 

O 

5 

6 

6 3 

>5 

7 

0 

8 6 

18x15  18x22  18x24 

s.  d.  s.  d • s.  d\ 

76  89  10  o 

76  89  10  o 

93  11  6 13  o 


5073 


4073  Circular,  Drab 

4074  ,,  Sateen 

4075  All  Rubber,  Grey 

4076  ,,  Red 
4°73A  Japanese  ... 


Inches 

each 

5074 

12 

4 9 

5 

14 

6 

16 

6 3 

18 

7 6 

4075-6 

9 

20 

0 

1 1 

22 

6 

y y 

5 9 

6 

9 

8 0 

10 

0 

12 

6 

y y 

5 3 

7 

0 

9 0 

1 1 

0 

13 

9 

15 

6 

y y 

7 0 

9 

0 

11  0 

13  0 

16 

0 

19 

0 

. . 

... 

each 

2 

6 

Miiiliii8iMnin*it)'iiTrhiijiiiiiiiiiiu7li»rir ?l>,u*  ■■  i.ituir 

4077 

4079 

4080 

4°77 

Square  shaped,  Drab  ... 

Inches. 

each 

12  X IO 

3 3 

14  X 12 

4 0 

16  X 12 
4 6 

16  x 16  18  x iS 

5 3 63 

18  x 24 

7 9 

4079 

Circular  ,, 

Inches. 

each 

12 

4 0 

14 

5 0 

16 

5 9 

18 

70  8 

20 

3 

22 

9 6 

4080 

,,  Sateen 

y y 

4 0 

5 6 

7 0 

90  IO 

0 

— ■ i 

►H 

00 

O 

Spinal,  Drab 

Inches.  20x16x14 
each  7 6 

24  X 

9 

20  x iS 
6 
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BEDS,  CUSHIONS,  &c.,  Continued- 


B1941 


Pillows  Air. 


4081 A 


4081A  For  Neck,  Drab 

Inches. 

B1941  New  shape,  Reeded  ...  ...  •••  each 

Inches. 

B1971  Tubular,  Sateen  ...  ...  •••  each 

BED  SHEETING,  WATERPROOF  (Samples  on  application). 


4090 

Single, 

Drab,  Proof 

36 

inches  wide 

4091 

99 

9 9 9 9 

54 

9 5 

4092 

9 9 

9 9 9 9 

36 

9 5 

4°93 

9 9 

9 9 9 9 

54 

9 9 

4°94 

5 9 

9 9 9 9 

36 

5 9 

4°97 

9 9 

9 9 9 9 

36 

9 5 

4098 

Double 

9 9 9 9 

36 

5 9 

4°99 

9 9 

9 9 5 9 

54 

9 9 

4100 

9 9 

9 9 5 5 

36 

9 5 

4102 

9 » 

5 5 5 9 

60 

5 5 

4io3 

9 9 

5 5 5 9 

36 

95 

4io5 

99 

5 5 5 5 

36 

99 

4106 

9 9 

9 9 5 5 

36 

5 5 

4io7 

9 9 

9 5 5 9 

36 

9 9 

4108 

9 9 

5 5 5 5 

54 

9 5 

41 10 

Single, 

Red,  Proof 

54 

9 5 

41 1 1 

9 9 

5 9 5 9 

Twill  Back 

42 

9 9 

4112 

Double 

5 5 5 5 

36 

5 5 

4IX3 

9 9 

9 5 5 9 

54 

99 

4IX4 

9 9 

9 5 5 5 

very  heavy 

36 

9 9 

12  x 10 

4 3 

12  X4I 

5 6 


B1971 

Inches.  16x25 

each  7 6 

15x12  18x13 

56  63 

14x6  i6x6J 

69  83 

per  yard 


18x25 
8 o 
18  x 18 
8 o 
18  x 8 
10  6 


2 6 

3 6 

2 3 

2 4 

1 4 

3 o 

3 9 
5 6 

3 o 
6 3 
5 o 

2 9 

4 o 

3 6 
4 3 
4 6 

3 3 

4 o 

5 o 
12  6 


Size,  Inches. 

36  x 36 

54*36 

21/1 

Single, 

Drab, 

Proof,  No.  1,  Bound 

each 

4 

0 

6 

0 

• /3 

99 

9 9 

,,  No.  2 „ 

...  95 

2 

9 

4 

0 

* /5 

Double 

9 9 

„ No.  1 ,, 

...  9 9 

6 

0 

8 

6 

» h 

99 

9 9 

,,  No.  2 ,, 

...  99 

4 

0 

6 

0 

» /! 3 

99 

9 9 

,,  with  Funnel 

...  99 

1 1 

0 

x4 

0 

> 19 

Single, 

Black 

Proof,  Antiseptic 

...  99 

9 

0 

12 

6 

» /15 

99 

99 

,,  ,,  with  Funnel 

...  99 

H 

6 

18 

6 

» I11 

Double 

99 

9 9 9 9 

...  99 

1 1 

6 

17 

6 

> ll7 

99 

99 

,,  ,,  with  Funnel 

With  Eyelets , extra. 

16 

0 

22 

0 
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BELTS,  ABDOMINAL. 

Ladies’. 

Measurements  Required. — Circumference  at  Waist.  Circumference  below  Waist, 
Circumference  over  Hips.  Depth  of  Front.  Depth  of  Back. 


1 White  or  Drab  Corded  Jean,  Cotton  Elastic  Sides,  to  lace  at  side  and 

back,  superior  quality 

2 Ditto,  Silk  Elastic  Sides  ... 

3 White,  Drab,  or  Scarlet  Sateen,  Cotton  Elastic  Sides,  to  lace  or  buckle 

4 >>  J5  ’>  Sdk  ,,  ,,  ,,  ,, 


£ 5.  d. 

each  1 8 o 
,,  i o o 
„ 7 6 


5 

Woven  Cotton  Elastic,  White  or  Drab,  to  lace  at  back, 

Ordinary  Texture 

each 

12 

6 

6 

5 5 5 5 5 5 5 5 5 5 

55 

Stout 

5 5 

5 5 

6 

7 

Woven  Silk  Elastic,  Pink  or  Drab  ,, 

55 

Ordinary 

55 

5 5 

*4 

6 

8 

55 

Stout 

55 

17 

6 

9 

White  or  Drab  Sateen,  Cotton  Elastic  Front 

5 5 

Ordinary 

55 

55 

10 

0 

10 

5 J V >>  >5 

55 

Stout 

5 5 

55 

13 

6 

11 

Silk 

>5  vJAAXV  >> 

55 

Ordinary 

5 5 

5 5 

J3 

6 

12 

55  55  55  55  55 

55 

Stout 

55 

55 

16 

6 

i3 

15 

17 

18 


13—15 


Woven  Cotton  Elastic  Front,  Sateen  Back  (White  or  Drab),  with  Rubber 
under-straps,  to  lace  at  back,  Ordinary  Texture,  each,  14/6,  Stout  1 exture 
Woven  Silk  Elastic  Front  ,,  ,,  ,,  17/6  ,,  ,, 

White,  Drab,  or  Scarlet  Sateen,  Cotton  Elastic  Sides,  with  supporting 

straps,  to  lace  at  back 


5 5 


5 5 


Silk 


55 


5 5 


each 

17 

6 

55 

1 1 

0 

55 

12 

6 

55 

15 

0 

55 
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BELTS,  ABDOMINAL,  Continued. 


!9 

20 

21 

22 

23 

24 

25 


26 


27 

28 
29 


19-21 


22—25  £ 5- 


White,  Drab,  or  Scarlet  Sateen,  Cotton  Elastic  Sides 

>>  >>  5>  ” Silk  ,,  ,,  •••  •• 

„ „ „ „ „ ..  superior  quality 

Cotton  Elastic  Front,  Sateen  Back,  White  or  Drab,  Ordinary  Texture 

„ „ „ ••  » - Stout 

Silk  ,,  ,, 


n 


Ordinary 

Stout 


each 

n 

>> 

j j 


IO 

13 

1 7 
15 
17 

1 1 
1 5 


P ^ D 


26-27 

White  or  Drab  Sateen,  Cotton  Elastic 
Sides,  to  buckle  ...  •••  each  7 6 

Drab  Coutil  ...  ...  ,,  10  o 

28 — 29  For  Floating  Kidney. 

White  or  Drab  Jean,  Cotton  Elastic  Sides,  with  India  rubber  Pad  ...  each  17 
Superior  quality  Silk  ,,  ,,  ,,  ,,  „ •••  >>  10 


d 

6 

6 

6 

o 

6 

o 

o 


6 

o 


For  Prolapsus  of  the  Uterus.  31 — 32  For  Use  After  Operation.  33  34 

Drab  Sateen,  with  Cotton  Elastic  Sides,  each,  12 /-,  with  Elastic  Front 
White  or  Drab  Jean  ,,  ,,  with  strong  supports 

Superior  quality,  Silk  ,,  ,,  ,,  » 

White  Drill,  with  Hooks,  to  contract  and  expand 
Brown  Linen  ,,  ,,  ,,  ,, 

Belts  for  Apcndicitis  &c.}  made  to  order. 


Obstetric  Binder. 


each 

l5 

0 

) ) 

12 

6 

}} 

17 

6 

> 5 

7 

6 

n 

5 

0 
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BELTS,  ABDOMINAL,  Continued. 


For  Pendulous  Abdomen.  38-41 

For  Inguinal  Hernia. 

35  White  or  Drab  Sateen,  Cotton  Elastic  Sides,  each,  12/6,  Silk  Elastic  Sides  each 

36  In  Pink  or  Drab  Mole,  lined  with  chamois  leather 

37  In  Drab  Coutil,  strong  make,  Cotton  Elastic  Sides 

38  Thread  Elastic,  best  quality 

39  » » ,>  with  a pair  of  Thigh  Pieces 


40  Silk  Elastic,  best  quality 

41  >>  >>  ” 


with  a pair  of  Thigh  Pieces 


£ 5.  d. 

15  o 

12  6 

12  6 

16  6 

1 1 o 

1 1 o 

180 


42  The  “Diamond,”  Belt,  combined  with  Corset. 


43  The  “ Ruby.” 


The  above  are  made  in  various  qualities.  Full  particulars  and  prices  on  application. 
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54-55  62-63 

34  Superior  Drab  Web,  Sateen  fittings,  Elastic  Sides  ...  ...  each 

55  >»  >,  ,,  Leather  ,, 

62  Scarlet,  Worsted  Web  ,, 

63  Superior  Drab  Web  ,,  ,, 


,,  ,,  ...  ...  ,, 

,,  .,  covered  buckles  ...  ,, 

...  ...  • • • 


s. 

4 

3 

3 

1 


56  Rigid  Felt,  thick,  Sateen  fittings,  Grey,  Scarlet  or  Brown  ...  ...  each 

59  >>  thin  ,,  ,,  ,,  ,,  ,,  ...  ...  >> 

65  Lumbago,  quilted  and  lined,  Elastic  Sides  ...  ...  ...  ,, 

66  Tumour,  Samaritan  Hospital  pattern,  for  use  after  operation  ...  ,, 

COLOTOMY,  &C. 

46  Inguinal  Belt,  White  or  Drab  Sateen,  Elastic  Insertion,  Celluloid  Pad  each 

47  ,,  ,,  6 in.  Drab  Elastic  Web,  with  Celluloid  Pad  ...  ,, 

48  Lumbar  Belt,  White  orDrab  Sateen,  Elastic  Insertion  & India  rubber  Plugs  ,, 

49  ,,  ,,  6 in.  Drab  Elastic  Web  and  India  rubber  Plugs  ...  ,, 

50  Colotomy  Plug,  Lane’s,  fitted  with  India  rubber  Cork  ...  ...  ,, 

51  ,,  Truss,  with  Hollow  Aluminium  Pad  ...  ...  ,, 

For  Colotomy  Appliances  it  is  necessary  to  take  a plaster  cast. 


3 

2 

6 

12 


15 

18 

!3 

16 

4 

l3 


Umbilical. 


70-71  74 

70  Sateen,  with  Cotton  Elastic  Insertion 

71  >j  j,  Silk  ,,  ,» 

72  Stout  Web,  for  Adults  ... 

73  ,,  „ ,,  with  Supporting  Strap,  Buckle  each  side 

74  India  rubber,  for  Children,  to  draw  on  - ... 

75  „ „ „ to  lace  ... 

76  Elastic  Web  ,,  to  buckle,  cotton 

77  ,,  ,,  »>  >>  silk 


75 

each 


2 

2 

7 

16 

2 

2 
1 

3 


d. 

6 

3 

3 

9 


o 

6 

o 

o 


o 

o 

o 

o 


6 

6 


o 

6 

6 

o 

o 

3 

6 


n 


O 
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BELT  PADS. 


4146 

4145  Drab  Rubber 

4146  Rubber,  inflated,  covered  chamois... 

4147  Vulcanite  or  Celluloid... 


Diameter 

each 

n 


4147 

I 

2 

24 

3 3^  inches. 

7d. 

7d. 

1 /- 

1 /- 

— — 

7d- 

7d. 

1/- 

1/- 

1/6  2/- 

each  2 6 


BRONCHITIS  KETTLES, 


Fig  2 Fig.  1. 

Fig.  1 The  “Challenge,”  2 quart 
Fig.  2 The  “Universal,”  2 ,, 

Fig.  4 The  “Simpson,”  Round,  superior 
Fig.  5 Allen’s,  with  Stand  and  Spirit  Lamp 
Fig.  6 The  “Watson,”  5 pint 


each 

n 

n 


1 2 
1 8 

5 0 
12  6 

3 0 
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CHATELAINES  and  WALLETS. 
Chatelaines. 

4I55/1  Steel  hook,  4 chains,  nickel-plated  ...  each 
4 1 55/2  >»  » > 3 j » 6 legs  ,,  ...  ,, 

4 1 55/3  » » with  5 straps 

Initials  engraved  on  any  of  the  above,  6d.  per  letter. 

Fitted  with  any  of  the  following — 
Dressing  Scissors,  nickel-plated  ...  ...  each 

,,  Forceps 

Dissecting  ,,  „ 

Probe  ...  ...  plated,  6d.,  silver  ,, 

Spatula,  plain  handle...  ...  ...  ,, 

,,  engraved  „ ... 

Clinical  Thermometer,  in  case  ...  ...  ,, 

Pincushion,  “ Red  Cross  ” ...  ...  ,, 

Match  Box,  ornamented  ...  ...  ,, 

Pulse  Glass,  with  Metal  Protector  ...  ,, 


s. 

4 

5 
1 


2 

3 
1 

0 

1 
1 
1 
1 
1 
1 


4155/1 


Wallets. 


4155  4 


4155/5 


4155/7 


4I55/4  Goat,  Plain  Hook  ... 

4*55/5  >,  „ ,,  with  Flap 

4*55/6  ,,  ,,  ,,  without  Flap  ... 

4*55/7  Cowhide,  Plain  Hook,  Pincushion 
4*55/8  Pighide,  Engraved  Hook  ...  4155/13 

4*55/9  Crocodile,  ,,  ,, 

4 * 55/ * 3 Morocco,  Plain  ,,  and  three  straps 

4*55/*4  No.  4,  Wallet,  fitted  with  Bow  Dressing  Forceps,  Dressing  Scissoi 


s, 


Thermometer,  Director,  Ear  Scoop,  Silver  Probe  with  eye,  and 
Plated  Spatula 

Initials  engraved  on  hooks , 6 d.  per  letter  Wallets  fitted  with  any  Instruments  to 


yy 

order 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


CHEST  EXPANDERS  and  SPINAL  SUPPORTS. 


5650/1 

5650/2 

5650/3 

5650/5 


5650/5 

Boys’  elastic  web, 
Gents’  ,, 

Girls’  ,, 

Ladies’ 


5650/2 

leather  covered  plates,  to  buckde 

5 ’ >5  >) 

>5  5? 

J 


Spinal  Supports. 


s.  s.  d. 

each  3 o and  4 6 

» 4 o » 5 o 

>>  3 3 >>  4 9 

> > 46  > j 56 


5650/4  Ladies’  drab,  dove,  buff,  or  white  sateen  ...  ...  ...  each  6 q 

5650/8  Girls’  „ „ „ ...  ...  ...  „ 56 

Can  also  be  adapted  for  Gent's  and  Boys , with  brace  attachments , at  If-  each  extra. 
Measurements  Required. — Height,  Circumference  of  Waist  and  Chest. 


Calisthenic 


5651/1  Nickel  plated,  spiral  spring 
5651/3  Drab  rubber,  wooden  handle 


CUPPERS. 


B1895 


4190  ' Glass 

B1895  ,,  with  rubber  ball,  2-oz. 

B1901  „ ,,  „ 2-OZ. 


5651/1 


Nj 


Children’s  Adults’ 

. . . each  50  76 

...  ,,  4 o -v  66 


4190 


Diameter 

i| 

in 

per  doz. 

2 6 

30  36 

4 

0 

each 

2 

3 

. each 

2 3 

4-oz.  >> 

3 

3 
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DOUCHES, 

Ear,  Eye  and  Nose. 


4202 


B1433 


B3134 


B1143 


B1142 


4204 


s.  d. 


4202  Ear,  with  Glass  Cup  ... 

B3134  Ear,  Channel  Glass 

Li  142  Bowman’s,  with  Glass  Channel  and  Waste  Pipe 
4204  Benton’s,  Eye,  Ear  and  Nose  combined 
B1433  Graefe’s  ... 

B1143  Bowman’s... 


each  8 o 

,,  26 

60 
>>  4 o 

» 30 

>>  30 


4208/7 

42°5/7  All  Glass,  simple  and  efficient  ... 
4542  Stopcock,  with  Nose-piece  only... 
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DOUCHES,  Continued. 
Ear,  Eye,  and  Nose. 


$205/5 


$205/3 


$205/4 


4 2°5/3  Red  Rubber  Ball  and  Perforated  Tube 
,,  /4  Rubber  Tube  with  Stopcock 
,,  is  ,,  ,,  ,,  Ball  to  start  flow 

>>  >>  „ ,,  „ „ and  Stopcock 

,,  /6  Heath’s,  6 ft.  Tubing  and  Pewter  Sinker 

Vaginal. 


$205/8 

4205/8 
» / 9 

„ /11 
„ /x3 


4205/9 


$205/11 


$205/13 


Tin,  bronzed,  flat  shape,  with  lid 


,,  frosted  ,, 

,,  bronzed  ,, 

,,  ,,  pointed  shape 

,,  nickelled  ,,  ,,  stout 


with  water  gauge 


bronzed,  with  compartment  for  filling 


each 


4205/15 

2 pints.  4 pints 
2 0 — 


each 
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DOUCHES, 

Vaginal. 


Continued 


B3137 


The  Ladies  ” Perfect  Syringe,  three  vulcanite  fittings 


s d 
6 6 


4205/17 


4205/19 


4205/21 


42°5/i7  Celluloid,  transparent,  flat  shape 

/ 19  Metal,  enamelled,  „ with  handle 

21  r'  1”  ” >> 

, 25  Glass,  pointed  shape 

» >>  ,,  graduated 

,,  round  ,,  with  metal  frame 


n 

n 


” / 2 / 


4205/27 

2 pints.  4 pints. 


5 5 
5 J 


3 

2 

2 

2 

2 

1 


o 

9 

3 

3 

6 

6 


3 

3 

3 

4 

2 


6 

o 

6 

3 

6 


4205/29 


4205/33 


4205/29  Glass,  flat  shape,  graduated 

» /33  >>  j>  >>  }> 

B1972  ,,  round  ,,  plain 

42°5/37  >»  >,  >,  in  japanned  frame 


5 > 
1 1 


71 


»>  /43  Metal,  nickelled,  new  shape 
,,  /49  China,  with  handle... 


4205/43 


with  handle  over  top 
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DOUCHES  AND 


FITTINGS,  Continued. 


4205/51 

4205/5 1 “ The  Fountain,”  three  vulcanite  pipes,  3 quart 

,,  /5 2 Heath’s  Syphon,  6 ft.  tube,  complete  with  pipes  and  stopcock 


4540 


s.  d. 

each  4 o 

» 5 0 


4546 


each 
per  doz. 
11 


4224 


4205/55 

4205/55  The  “ Rotunda,”  stout  rubber  tubing,  glass  and  vulcanite  Vagina 
and  Rectum  pipes,  with  stopcock  complete  ... 

4540  Vulcanite  Stopcock,  8/-  per  doz.  . ...  with  lever  action 

4546  Glass  Stopcock  ...  ••• 


4218  Glass  Vagina  Pipe,  bulbous,  patent  ...  •••  •••  Per  doz.  12  0 

4224  ,,  ,,  ,,  with  celluloid  connector  ...  ...  •••  >>  3 9 
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4208  4212  4222  4217 

4208  Vulcanite  Vagina  and  Rectum  Pipe,  with  stopcock,  to  plug  on 
4212  ,,  ,,  ' ,,  ,,  ,,  lever  action  ,, 

4217  Glass  Vagina  Pipes,  5 holes,  1 hole,  or  open  end,  bent  or  straight 
4222  ,,  ,,  ,,  with  stopcock  ... 

4220  ,,  ,,  ,,  embedded  in  celluloid 


per  doz. 


5 5 


s.  d. 
12  O 

15  o 

2 O 

17  O 

12  O 


DRAINAGE  TUBES. 


4804  Tubing  for  Douches,  6 ft  1/6,  4 ft.  1/2. 


4226 

4226  Carbolized  India  Rubber,  6 assorted  sizes,  6^-in. 

long,  in  screw  cap  tube  ...  ...  each 


Carbolized,  Decalcified  Bon 


B1051 

B1051  Vulcanite,  set  of  three... 

4228  Keith’s  Glass,  sizes  1 to  4 

4227  ,,  Celluloid  „ 

B1087  Flatus  Tubes,  glass 

4229  Koeberles,  glass 


, one  Tube  in  Bottle 


4228  B1087 


4229 

per  set  2 9 

per  doz.  8 o 

» 21  o 

» 6 6 

„ 8 6 
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DRAINAGE  TUBING,  Continued. 

India  Rubber. 


0 o o 

1 2 3 


o 

4 


Actual  Sizes, 

o o o o O O 


IO 


H 

15 

16 

*7 

18 

19 

20 

Black 

or  Red, 

Perforated  or 

Plain. 

1 

2 

3 

4 5 

678 

g 10 

1 1 

12 

Per  yard. 

4d. 

4d. 

5d. 

6d.  7d. 

7^-d.  8d.  gd. 

iod.  1/- 

i/3 

H 

T5 

16 

17  18 

19 

20 

1/6 

1/8 

i/9 

2/-  2/2 

2/4 

2/6 

13 

x/4 


ELECTRIC  BELLS 

(For  Invalids), 

4240  Polished  Walnut  Box,  12  yards  Silk- 
covered  Wire,  and  Push  Handle 

EXTENSION  APPARATUS. 


each 


100 


4240 


4245 

4244  Black  India  rubber,  to  inflate,  Galante’s  improved 
— Leather  Anklet 

4245  Pulley,  polished  wood,  brass  fittings... 

4246  ,,  iron,  japanned 
B2357  Levis’,  with  weights  A and  B,  complete  in  box 

B2357 

4247  Extension  Cord 

— Canisters,  Copper,  graduated,  for  shot,  to  6 lbs. 

— „ Tin  „ „ „ to  14  lbs. 

— Lead  Shot... 


n 
5 5 
n 
55 


s.  d. 
5 6 
9 6 
7 0 
4 6 
1 5 0 


per  doz.  yds.  o 10 

each  5 o 

» 3 6 

per  lb.  o 4 
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EYES,  Artificial. 


4248  Supplied  from  stock  ...  ...  ...  ...  ...  each 

— Made  to  order  ...  ...  ...  ...  ...  ,, 

4249  Plain  Glass,  for  temporary  wear  ...  ...  ...  ...  ,, 

Selections  sent  on  approval  at  customer  s risk. 


s.  d. 

4 6 

10  6 

1 6 


FELT,  White,  in  Sheets.  Thin  Medium.  Thick. 

4256  Size  about  28 x 18  inches  ...  per  sheet  30  36  40 

Elephant  Plaster,  for  bed  sores  ...  ...  ,,  667686 

,,  ,,  1 inch  thick  ...  ...  ...  ...  per  sheet  150 


FOOT  SLING. 

B3064  Plain  Leather 


each  9 


ICE  BAGS,  COOLING 
AND  HOT  WATER  APPARATUS. 


4300  B636 

Inches.  10 

4300  Ice  Bags,  Spinal,  Chapman’s  ...  each  7 o 
B636  Hot  Water  Bags,  Spinal,  Chapman’s  ,,  7 6 

4304  Ice  Cap,  helmet  shape... 


B3064 


4304 


12  14  16 

80  90  10  o 

90  100  no 

each 


18 

1 1 o 

12  o 
6 6 
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ICE  BAGS,  COOLING  and  HOT-WATER  APPARATUS,  Continued. 


.111899  4308 


4302  Ice  Cap,  circular,  red  or  black 
4301  >)  oval  ,,  ,,  ... 

4306  ,,  ,,  conical,  boxwood  mounts 

4308  ,,  ,,  cheap  form,  check  waterproof 

B1899  Hot  Water  Bag,  for  Throat’ 


4302 

Inches.  8 10 

s.  d.  s.  d. 

each  29  33 

»»  3036 

>5  4046 

»>  1316 

each  3 o 


43 1 3 
43H 


4313 


Diameter. 


Circular  Coil,  for  supplying  continuous  stream 
Oval  ,,  ,,  ,,  ,, 


Inches.  6 

s.  d. 
each  5 o 
„ 4 6 


4314 

8 

s.  d. 

7 0 
6 6 


10 

s.  d. 

II  o 
10  o 


12 

s.  d. 
12  6 
ii  6 


n 
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ICE  BAGS,  COOLING  and  HOT  WATER  APPARATUS,  Continued. 


4312 


4311  s.  d. 


4310  Oblong  Coil,  for  Neck... 

4311  Circular  ,,  for  Eye  ... 

4312  Cap  shape,  for  Head  ... 


4265 


4266 


4271 


each 

5 > 


4 9 

4 0 

10  6 


4272 


4265  Nelson’s  marbled 

4266  „ plain  ...  ...  small,  1/- ; medium,  1/3 ; large 

Spare.  Mouthpieces  for  marbled,  1 j- ; plain,  6d.  each. 


3 o 
2 o 


4271  Martindale’s  portable  ... 

4272  Godfrey’s  Chloride  of  Ammonium 


LEG  AND  FOOT  RESTS. 


4322 


4324 


each  6 o 

,,  60 


4323 


4322  Polished  Frame,  Strong  Woven  Wire  Mesh,  adjustable... 

4323  ,,  ,,  Patent  Chain  Spring  ,,  ,, 

4324  Foot  Rest,  Polished  Wood,  for  bandaging  and  measuring 


each 

n 


I O 
I I 


6 


o 

o 


6 
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4325-9  Corked 


4321 

4322 

4323 
4325 
4327 
4329 


4325-9  Stoppered 


4331 

4335 


Catgut,  Plain 
,,  Chromic 
,,  Sulpho-Chromic 

,,  Carbolized,  assorted  sizes,  corked  bottles 
Juniper  Oil 
Chromic  ,, 

Formalized  ,, 

Stoppered  Bottles  1/-  per  dozen  extra. 

Catgut  or  Silk,  Carbolised,  in  Oil  or  Alcohol,  3 glass  reels,  three  sizes 


4331 

Actual  Size 

Sizes— 

0000  to 

O 1 to  3 

4 

per  doz. 

1/6 

2/- 

3/- 

55 

2/- 

3/- 

4/- 

5 5 

2/- 

3/- 

4/- 

5 5 
55 
55 


55 

55 


4341*  Catgut  or  Silk,  on  glass  bobbin,  in  screw-cap  tube 


59 


per  doz. 


each 

5 5 

per  doz. 


7 
10 

8 
9 


6s 

o 

o 

o 


2 

I 

7 


o 


3 

6 


* Supplied  in  partitioned  case  to  hold  6 tubes. 


4343 


4343 

Catgut, 

in  screw-cap 

tube,  64  in.  long,  containing 

100  12  in.  lengths 

each 

2 

9 

4344 

Silk 

5 5 

55  55  55 

5 5 5 5 

5 5 

3 

0 

4345 

Catgut 

55 

55  10  in.  „ 

100  18  in.  ,, 

5 5 

3 

6 

4346 

Silk 

55 

55  55  55 

5 5 5 5 

5 5 

4 

0 

4347 

4347  Catgut,  Rubber-corked  tube,  containing  150  lengths  of  3 various  sizes, 
434'^  Silk  ,,  ,,  ,,  ,,  ,, 

Silkworm  Gut,  same  price  as  silk. 


each 


4 6 
5 0 


5 5 
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4337 

4338 

4339 
S2353 

4350 

435 1 


Silk,  Plain  Soft,  on  Reels,  assorted  sizes 
,,  ,,  ,,  one  size  on  Tablet 

,,  Iron  Dyed  ,,  ,, 

,,  Dental  Floss,  Reel  of  12  yards 
,,  Dentist  Twist,  in  hanks,  assorted  sizes  .. 
,,  ,,  ,,  on  Reels 


B2353 

5. 

d. 

per  doz. 

7 

0 

55 

7 

0 

55 

2 

6 

55 

8 

0 

55 

6 

9 

55 

6 

9 

4353 


4340 


43b3 


4364 


4355 


4340 

Silk,  Carbolized,  on  Reels  in  tin  box 

per  doz. 

9 

c 

4349 

,,  Opthalmic,  Fine 

...  5J 

4 

0 

4352 

,,  Turner’s  Patent  Flat,  on  Reels  or  Hanks 

55 

8 

6 

4353 

,,  >,  « ,,  1 size  on  Tablet  . . 

5 5 

0 

0 

4354 

5 5 5 5 51  4”  51 

...  5 5 

14 

0 

4355 

Silkworm  Gut,  white,  pink,  or  violet,  12-in.  long,  assorted  sizes 

pe.‘  100 

I 

6 

4357 

5 1 1 1 5 5 5 5 l6-m.  ,,  ,, 

...  55 

0 

6 

4359 

55  55  55  55  20-in.  ,,  ,, 

...  55 

3 

0 

436i 

,,  ,,  extra  fine,  “ Gossamer  ” 

...  5 5 

o 

0 

6 

4362 

,,  ,,  extra  coarse,  14-in.  long 

...  55 

2 

6 

4363 

Silver  Wire,  \-oz.  reels,  assorted  sizes 

per  oz. 

8 

0 

4364 

,5  „ in  rings  ,, 

...  55 

8 

0 

4365 

Plated  ,,  J-oz.  reels  ,, 

per  doz. 

6 

0 

4366 

Horsehair,  super  quality,  in  hanks 

...  55 

9 

0 

4368 

Kangaroo  Tendons,  assorted  sizes... 

...  55 

4 

6 

4369 

,,  ,,  Carbolized,  three  in  bottle 

...  55 

18 

0 

— 

Reindeer  Tendons,  assorted  sizes  ... 

...  5 5 

4 

6 

4367 

Thread,  Linen,  on  Tablets 

55 

3 

0 

4376 

,,  Celluloid,  in  hanks 

...  55 

12 

0 

4370 

Whipcord,  in  hanks 

... 

8 

0 
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LIGATURES,  Continued. 


Sterilized,  in  Patented  Packages. 


437i 

4372/1 
4372/3 
4372/4 
:4372/ 5 


22352 

223.58 


B2352  B2358 

Emergency  Tubes,  containing  Needle,  threaded,  with  Ligatures  in 
Solution,  ready  for  use 

Silk  or  Catgut,  on  reel,  in  Double  Cylinder  Air-Proof  Case 
,,  ,,  one  length,  in  Sealed  Envelope 

,,  ,,  in  Screw-Capped  Tube,  containing  25  10  in.  lengths 

Catgut,  Mercury  Iodide,  1 Glass  Reel  in  a Bottle 

* According  to  the  Formula  of  Mr.  George  Heaton , F.R.C.S.,  B.Ch., 

Silk  or  Catgut,  in  Glass  Cylinder  ...  ...  1 Reel 

,,  ,,  ,,  ,,  ...  ...  3 Reels 


4372/1 


per  doz. 

7 

0 

99 

*5 

0 

99 

1 

0 

99 

18 

0 

9 9 

etc. 

12 

0 

each 

1 

6 

9 9 

2 

9 

LIGATURE  BOXES,  &c. 


4377 


4378 


4379 


4377  Glass,  Ground  on  Cover,  with  3 Glass  Reels 

4378  ,,  Overlapping  ,, 

4379  ,,  Knobbed  ,,  ,,  4 ,,  ,,  and  Inner  Box 


each 


>5 


5 9 
7 6 
12  6 


4392 


>>  >>  >>  3 >>  >> 

,,  Japanned  Cover,  3 Wooden 


5 > 

99 
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LIGATURE  BOXES,  Continued, 


[4385 

4385 

43^ 

4386 

4389 

4388 

y y 

4397 


4386 

4388 

4398 

4403 

S. 

d. 

Glass  Barrel, 

Vulcanite  Mounts,  3 Large  Glass  Reels 

each 

2 

0 

•y  yy 

y y 

y y 

2 Small  ,,  ,, 

yy 

1 

3 

yy  yy 

y y 

y y 

3 }>  ” ' " 

y y 

4 

0 

y ' yy 

y y 

y y 

fitted  with  3 sizes  of  Catgut  or  Silk 

yy 

4 

9 

• • yy 

- y 

y y 

3 Glass  Reels,  Rubber  Stopper  ... 

yy 

1 

0 

: y y ) 

y y 

y y 

fitted  with  3 sizes  of  Catgut  or  Silk 

yy 

2 

0 

,,  Reels 

...  ...  •••  •• 

per  dozen 

3 

0 

Ligature  and  Needle  Boxes  (Empty). 

Diameter.  Inches.  2J  3^ 

4398  Glass  Round,  loose  ,,  ...  ...  •••  each  12  16 

4403  ,,  with  Knobbed  Cover,  6fx  3|-x  3^  in.  ...  ...  ...  each 

4401  ,,  ,,  Metal  ,,  nickel-plated,  6-|x  4x34  in.  ...  ...  ,, 


2 9 

6 6 
5 o 


MEASURING  TAPES. 


44IG 

Steel,  6 feet 

each 

3 

3 

441 1 

tt  3 >> 

...  M 

2 

0 

4412 

Linen,  3 „ 

...  7 

1 

0 

4413 

„ 3 „ (cheap)  ... 

...  , , 

0 

6 

4410 


OPERATING  GLOVES. 


4198/3  4198/1 

4198/1  Gloves,  best  para  rubber 

/2  ft  tt  tt 

— /3  Gauntlets  ,,  ,, 


4198/2 

Thin.  Stout, 

per  pair  40  50 

„ 4050 

per  pair  7 o 
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4191 

4192 

4:93 

4X95 

4T96 

4J99 

4200 


Apron,  Pure  Gum,  size  41^x31  inches 
,,  Fine  Red  Rubber,  Waterproof 

,,  Dissecting,  Black  Sheeting,  Single  Texture,  leather  straps  and 

buckle 

Check  Waterproof  Sheeting 
Sleeves  ,,  Black  ,,  ,, 

Check  ,,  ,, 

thin  rubber 

Coat,  Linen,  Bergman’s,  with  sleeves  and  breast  pocket  ... 

,,  Waterproof,  sleeves  to  button  on 
v ,,  Guy’s  pattern 

Cushion,  Reel  Rubber,  inflated,  obstetrical  or  general,  20x44  inch  ... 

,,  perineal  14x34  5) 


J J 
55 
55 
55 


5 5 


each 

13 

6 

5 5 

!9 

0 

5 5 

14 

0 

5 ? 

7 

6 

per  pair 

9 

6 

5 ? 

6 

3 

6 

0 

each 

7 

6 

„ 1 

1 

0 

5 > 

J7 

6 

„ 1 

1 

0 

17 

6 

PIPETTES. 


4416 


4416  Graduated  with  one  mark,  to  deliver  precise  quantities — 

C.C.  1 2 3 4 5 10  15  20  25 

per  doz.  2/6.  2/9  3/-  3/6  4/-  4/6  5/-  5/6  8/- 

4417  Plain,  assorted  sizes  ... 

POULTICE  BOWLS. 

4420  Earthenware 

PLASTER  OF  PARIS. 

4427  In  1 lb.  tins 
— In  7 lb.  ,, 


10 


Inches.  4 6£  8 

each  09  1 3 18  26 


each  o 5 
1 2 


55 


1 


30  50  75  100 

8/6  9/6  10/-  12/6 

per  doz.  1 6 
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PLASTERS,  SPREAD.  Pri  ces  NET. 


FULL  WIDTH. 


White  Calico.  Croydon  Cloth.  Swansdown. 


s. 

d. 

s. 

d. 

s. 

d. 

£ s. 

d. 

Adhesive 

per  doz.  yards 

3 

O 

4 

6 

8 

0 

10 

6 

Ammon,  c.  Hydrarg 

... 

J3 

0 

17 

0 

1 0 

0 

Belladonna 

...  9 , 

J3 

0 

H 

0 

16 

0 

16 

0 

Cerate  Saponis 

...  99 

6 

0 

9 

0 

12 

0 

16 

0 

Elemi  ... 

...  99 

4 

3 

Roborans 

99 

4 

0 

4 

6. 

8 

0 

8 

6 

Saponis  Alb. 

...  ,9 

4 

» 

0 

4 

6 

8 

0 

8 

6 

Moleskin.  White  Skins. 

each 
3 6 
4 o 

4 0 
3 6 

3 6 
3 6 


. per  doz.  yds.  5 
2 
2 


9 5 

n 


5? 
>> 
99 
J * 


On  Brown  Holland,  16  inches  wide 

o 

9 9 ° 9 9 • • * • • • • • • 

> > > j d , , ...  ...  ... 

On  Pure  Calico,  16  ,, 

o 

,,  ,,  <J  ,,  ...  ...  ... 

Patent  Decorated  Tin  Compactoid  Roller  Caddies,  as  illustrated,  for  6 and  8 inch  widths,  1 j-  each; 

for  full  widths,  7/6  each. 

Plasters,  for  Spreading. 

Ammon,  c.  Hydrarg,  \ lb.  rolls  ...  — ...  ...  per  lb. 

Belladonna,  P.B.,  1885 

„ P.B.,  1867 

Cantharidis 
Hydrarg 
Plumbi 

,,  in  28  lb.  boxes 
Roborans 
Soap  Cerate 

Blister. 

Cantharidis 

Bunion. 

Thick,  Plain  or  Arnicatcd 
Thin 

Corn. 

Thick,  Plain  or  Arnicated 
Thin 

Court. 

Black,  Pink  or  White  Silk,  16  inches  wide 

Isinglass. 

Cambric,  12  inches  wide 


9 

6 


4 o 
2 o 


3 6 
5 o 

5 0 
4 o 

3 4 
o 10 

0 9 

1 o 

2 O 


per  yard  3 6 


per  gross 

9 9 

per  gross 

9 y 


4 o 
2 6 


i 6 

1 2 


per  yard  6 o 

per  yard  2 o 
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PLASTERS,  MUSTARD.  Prices  NET. 


BIT 


:i!  Il 


I auvJtiili 


On  Paper. 


Fig.  2. 


Made  with  Pure  Mustard. 


Fig.  1. 


i Leaf,  in  envelope  (boxes  of  100),  as  Fig.  1 
3 Leaves  „ ... 

b • ...  ... 

3 ,,  in  tin  box,  as  Fig.  2 

b >>  11  • • • 

10  ,,  in  card  ,,  flat 

1 yard  Rolls,  6 inch  wide,  as  Fig.  2 

On  Cloth. 

1 Leaf,  in  envelope  (boxes  of  100),  as  Fig.  1 
3 Leaves  ,, 

6 ,,  ,,  ... 

3 ,,  in  tin  box,  as  Fig.  2 

b >>  ,,  ... 

10  ,,  in  card  ,,  flat 

1 yard  Rolls,  6 inch  wide,  as  Fig.  2 


per  100  4/- 


£ 5.  d. 

per  1,000  1 18  o 
per  doz.  1 9 

6 


55 
5? 
5 5 


3 

2 


4 

5 
8 


3 

o 

6 

o 


per  100  5/- 


per  1,000  ' 
per  doz. 


4 

2 

4 

2 


4 

6 

8 


o 

o 

o 

6 

6 

o 

6 


PLASTERS,  RIBBON. 


Open. 


Closed. 


6308 


6278 


each 


6278  Mahogany  Box,  containing  8 assorted  widths... 

,,  Cardboard  ,,  ,,  ,,  ,,  ... 

Antiseptic  Rubber,  Adhesive,  on  Strong  Cotton  Cloth. 

Inches.  J 

6308  Spools,  containing  10  yards  ...  per  doz.  g/6 

Can  be  fitted  in  Compactoid  Roller  Caddies , //-  each  extra. 

6d,  size,  per  doz.  4/ b ; 1/-  size  per  doz 


6 

2 


o 

6 


12/- 


f 1 1* 

13/b  15/h  20/- 


2 

23/6 


3 

3% 


6307  Tins 


— Tins,  containing  1 yard  7^  inches  wide 


per  yard 


8 

1 


o 

o 
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PLASTERS,  Continued,  Shaped,  Round,  for  Breasts. 


On  Moleskin. 

6289  Plumbi,  with  margin  and  section  ... 

6290  >j  >>  n only  ... 

6291  Belladonna,  with  margin  and  section 

6292  ,,  >>  >>  only  ... 

On  Calico. 

6293  Plumbi,  with  margin  ... 

62Qz|.  ))  no  ))  •••  ••• 

6297  Belladonna,  no  ,, 

On  Leather. 

6281  Plumbi,  No.  4 size 
6286  Belladonna  ,, 


per  doz. 


per  doz. 


per  doz. 

yy 


India  Rubber  Combination  on  Cotton  Cloth. 

6306/30  Belladonna,  No.  4 size 


per  doz. 


Long  Shape;  on  Cotton  Cloth. 

6205/20  Belladonna,  7^x5  inch 

— /21  ,,  74  inch  wide,  1 yard  tins 

— 1 22  Strengthening,  7^x5  inch 

— '23  ,,  inch  wide,  1 yard  tins 

On  Leather. 

6280  Plumbi,  No.  4 size 
6285  Belladonna  ,, 

India  Rubber  Combination  on  Cotton  Cloth. 

6306/35  Strengthening,  7^x5  inch 

— 36  ,,  inch  wide,  1 yard  tins 

— '40  Belladonna  7^x5  inch 

— /41  ,,  71  inch  wide,  1 yard  tins 


per  doz. 
per  yard 
per  doz. 
per  yard 


per  doz. 

yy 


per  doz. 
per  yard 
per  doz, 
per  yard 


On  Red  Felt. 

6306/37  Strengthening,  7^x5  inch 

— /38  ,,  inch  wide,  1 yard  tins  ... 

— /42  Belladonna,  7^x5  inch 

— /43  ,,  7!  inch  wide,  1 yard  tins 

Every  description  of  Plaster  supplied. 

A 1 1 Planters  are  quoted  at  N E T Prices. 


per  doz. 
per  yard 
per  doz. 
per  yard 


RESPIRATORS. 


6334  Dr.  Scott’s... 

6338  Cork  covered 

,,  Metallic  ,, 

>>  Gilt  , , ... 

B919  Wire  frame,  covered  cloth 


B919 

...  each  gd.,  1/-,  1/6,  and 

each 


yy 

yy 

yy 


S.  d. 

2 9 

2 3 
4 0 

3 3 


2 3 
1 3 
1 3 


3 6 

4 6 


4 ° 


2 o 

1 6 

2 o 

1 6 


4 6 
5 o 


2 3 
2 3 
2 3 
2 3 


3 6 

2 o 

4 6 

2 6 


2 o 
o 8 

0 10 

1 8 

2 9 
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RESPIRATORS,  Continued. 


6345 


6347 


6346  Workman’s  Zinc,  bound 

6347  ,,  ,,  covered 

6348  ,,  ,,  ,,  and  padded  ... 

6345  Orinasal,  nickelled,  with  velvet  cushions,  Kurschmann’s... 


per  doz. 

55 

55 

each 


s.  d. 

5 o 
8 o 
10  o 
5 o 


6341 

6342 

6343 

6344 
6349 


Orinasal,  vulcanite,  with  nickelled  cover 
,,  McKenzie’s,  nickelled  ... 

,,  ,,  bronzed  ...  .. 

„ ,.  vulcanite  or  celluloid  .. 

,,  Hausmann’s,  nickelled  ... 


each 

5 5 
55 
5 * 

5 5 


5 

5 

4 

5 

2 


6339 


5336  Orinasal,  gilt  , 

5339  Inhaler  and  Respirator  combined,  nickelled,  Roberts 

5340  „ ,,  » bronzed 


6336 

each  3/- ; silver  plated 


each 


o 

6 

o 

o 

9 


o 

3 

6 
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SAFETY  PINS. 


Illustration  4437  represents  actual  size  of  pins  of  the  various  makes. 


4436 

4437 

4438 

4442 

4439 

444 1 

4440 

4443 

4444 

4450 

4451 


4437 

Sizes.  0 

1 

2 

3 

4 

5 6 

Mixed. 

s. 

“ Acus  Tuta,”  with  shield  ...  per  gross.  1/7 

!/9 

2/3 

2/9 

3/4 

5/-  6/6 

2 

9 

? ? ,j.»  no  > , • • • 

,»  1/- 

1/2 

*/4 

1/8 

2/1 

3/4  5/- 

1 

8 

“ Compactoid,”  with  ,,  and  spring  guard 

> > 

— 

2/9 

3/- 

3/6 

4/6  — 

3 

6 

T 

0 

? 5 

— 

!/9 

2/- 

2/6 

3/-  — 

2 

6 

“Unique,”  heavy  make 

» l/- 

1/4 

!/7 

I/IO 

2/6 

3/6  5/- 

1 

10 

,,  steel 

5 5 

2 1- 

2/3 

3/3 

3/6 

4/-  8/- 

3 

3 

“ Miles,”  ... 

J ? 

2/- 

— 

2/6 

3/- 

— — 

2 

6 

“ Non  Plus  Ultra,” 

J? 

J/4 

— 

1/6 

i/9 

— — 

1 

6 

“Lindsay,” 

) ) 

i/4 

— 

1/6 

!/9 

— — 

1 

6 

“ Monarch,”  steel,  with  shield 

n 

— 

3/3 

4/' 

4/6 

5/3  — 

4 

0 

,,  German  silver,  with  shield 

) > 

— 

6/- 

6/9 

8/6 

— — 

4445  Ward  Cousin’s 


4445 


No.  1 


2 


...per  doz.  8d.  9d. 


3 Mixed, 
iod.  o 9 


Solid  Head  Pins. 

4446  In  f lb.  packets,  according  to  size... 

4447  On  sheets,  12  rows  of  40  pins 

4448  Blanket  Pins,  assorted,  2 to  4^  inch 

4449  Surgical,  extra  strong,  if  inch,  24  on  a sheet... 


per  lb.  1/10  to  3 o 
per  doz.  sheets  3 6 

per  lb.  2 o 
per  doz.  sheets  1 o 
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4455/1  4455/4 

s.  d. 

4455/1  Gooch’s,  lined  calico  and  scored,  8 pairs  to  set  ...  ...  per  set  2 6 

» / 2 ,,  American  leather  ,,  ,,  ...  ...  ,,  33 

>>  /3  >>  plain  wood...  „ „ ...  ...  ,,  23 

,,  /4  Cline’s,  3 to  set  ...  ...  ...  ...  ...  ,,  53 


4455  /5 

„ /8 

» /9 

» /io 

» /11 


Angular,  hollowed,  3 pairs  to  set 

,,  not  ,,  ,,  ,,  ...  ...  ••• 

,,  hollowed  ,,  ,,  with  set  screw  to  fix  at  any  angle... 

,,  perforated  zinc  ,,  ,,  ,,  ,, 

,,  ,,  ,,  ,,  without  set  screw,  6 pairs  to  set  ... 


per  pair 
1 > 
n 

per  set 


4 

1 

8 

8 

12 


o 

6 

o 

o 

o 


j 


22 


4455/1 5 Angular,  wire,  three  sizes 

„ /18  Straight  „ „ _ ...  ••• . . — 

,,  /21  Angular  ,,  ,,  with  open  elbow  joint,  right  or  lett 

,,  /22  ,,  ,,  ,, 


each 

M 

11 


2 9 

1 9 

3 3 

2 9 
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SPLINTS,  Continued,  Elbow. 


4459/70 

4456/26  Jones’  metal,  3 sizes 

4459/7°  Metallic,  perforated,  angular,  with  adjusting  screw 


each  4 6 


4456/31  4456/30 


4456/29  Mason’s,  3 sizes  to  set 

„ /30  „ 3 ..  with  hand  rest  •••  - 

,,  31  Aluminium,  Hoppe’s  patent,  3 sizes,  adjustable  to  any  angle 


per  set  2 o o 

„ 2 14  o 

...  each  net  1 1 o 


Finger. 


4456/34 

4459/76 

4459/36 


4456/34 

Tin,  perforated,  assorted  sizes 

>>  >>  >»  ” 

^mc  , , , , ) j 


Levis’s 


4459/76 

per  doz. 


>> 


5 o 

6 o 
10  6 
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SPLINTS,  Continued.  Hand. 


4457/42 


4457/38 

4457/36  Radius,  Nekton’s,  12  to  set 


24457/45 


,,  >>  ,,  with  thumb  piece 

— /42  Radius,  Carr’s,  for  Collis’  fracture 

— / 38  Hand,  Pemberton’s,  in  3 sizes  ... 

— /45  Crimean,  with  iron  strips,  padded,  3 to  set 


s. 

d. 

per  set 

7 

0 

5 J 

9 

0 

per  pair 

3 

0 

5 J 

5 

3 

per  set 

4 

0 

1 

4459/75 


4459/74  Hand,  Levis’s  Metallic,  perforated,  no  fingers 
4459/75  Hand  and  Fore-Arm,  Levis’s,  perforated  ... 


Leg  and  Thigh. 


4458/48 

— / 49 


Liston’s,  6 to  set 


4458/49 


Folding 


per  set  7 o 
„ 16  o 
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4458/52 

4458/53 

d. 

4458/52 

Cline’s  Leg,  3 pairs  each  right  and  left  to  set 

per  set  15 

0 

— / 53 

,,  ,,  perforated  zinc,  3 pairs  to  set 

,,  1 11 

0 

/5i 

,,  Thigh,  3 to  set 

...  ...  ,,  7 

0 

4458/54 

4458/62 

B1208 


4458/54 

Liston’s,  Back  Leg,  hinged,  with  set  screw 
,,  ,,  ,,  with  sliding  foot  piece 

,,  ,,  ,,  iron,  japanned,  with  rack  action  ... 


each 


11 


7 6 
6 o 
13  o 
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4458/68  Neville’s  iron,  japanned 


4558/63  Fergusson’s,  for  Excision  of  Knee 


£ s.  d. 
each  8 6 


each  19  o 


B2427 

B2427  Bryant’s  Doable,  for  ensuring  parallelism  of  extremities  each  2 5 

— Hamilton’s  Box  Splints,  3 sizes  ...  ...  }J  6 

— Ham  Splints  ...  ...  ...  ...  ,,  3 


4458/55 

— /5 6 

— / 57 

— / 58 

— 1 59 

— /60 


Wire,  tinned,  below  knee 
above  ,, 

to  thigh  and  part  of  pelvis  . 
without  foot 
divided  at  knee  ... 
to  thigh,  extra' strong 


55 
55 
55 
55 
5 5 


5 5 
55 
5 5 
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SPLINTS,  Continued. 

Levis’s  Metallic. 


4459/72  Femur  ... 

— / 73  Internal  or  External  Ankle 

— /77  Tibia  and  Fibula  ... 

— /78  Ham  or  Patella 


4459/78  4459/73  5.  rf 

each  2 o 


4 o 
4 0 
4 0 


SPLINT  MATERIALS. 


4463 

4464 

4465 

4466 

4467 
4470 
4469 

4468 

4472 

196 


4463 


Gooch’s  Splint  wood 
Gutta  Percha,  | inch  thick 

Millboard,  and  ^ inch  thick,  22x32  inches... 
,,  Paraffined  or  Dextrined 
„ ,,  “TheSanoid,”  scored  ... 

Poroplastic  Felt,  Hospital  quality 
,,  ,,  medium  ,, 

,,  ,,  super  ,, 

Padding  (Grey  Gauze  Tissue) 

Bavarian  Flannel,  23  inches  wide... 


Inches.  18x27 
per  sheet  2 9 


27x36 

? 5 3 
/ per  lb. 

per  sheet 
» 

}} 

per  lb. 

>> 

n 


36x36 

7 o 

4 3 

1 o 

1 6 

1 6 

4 3 

6 6 

8 6 
1 o 
o 6 


",IIUl1  —J 
,IJ|iiiiiiiiniiitunniiIm 


•:  wm% 


"'•'uiihiiii 


f*  ^ '"Him  . . 

SPONGES 

•..''JSSKl'M-lM. 


Cbxson.  Ger,ar; 

- CLOaunv 


4521 


4512 


4521 

4522 

45 1 1 

4512 


4511 


Cocaine,  plated  metal  tubes,  with  bellows  complete 

>J  5>  }J  >>  >> 

graduated  in  minims,  on  glass  foot  ... 
Nasal,  long  straight  vulcanite  tube,  with  bellows  complete 
short  ,, 
bent 


each 
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SPONGES. 

4/-  6/-  8/-  12/- 

3/6  5/-  7 /6  10/- 

4/6  7/6  10/-  12/- 

each  2/-  3/-  4/- 

,,  1/6  2/6  3/6 


each  1/9  to  7/6 
„ 1/6  to  6/- 

‘ Zimocca,”  Sterilized  or  Carbolised. 

4496  Round  or  Square  Jars,  containing  6 large, 

9 medium,  or  12  small  each  2 o 

4492  ditto,  in  Patent  Air-tight  Jars  ...  ,,  26 

4496 

SPONGE  BOWLS. 

Glass. 


4480  Turkey  Cups,  Bleached,  per  doz. 

4481  ,,  ,,  Unbleached  ,, 

4482  ^ ,,  Solids  ,,  ,,  2/6 

4484  Flat,  for  Ovariotomy,  Bleached  ... 

4485  ,,  ,,  Unbleached 

Bath 

4488  Honeycomb,  Bleached... 

4489  ,,  Unbleached 


4500 

4500  Glass,  Cylindrical,  with  Loose  Cover  and  Perforated  Plate 

,,  ,,  no  plate,  for  using  as  Dilating  Jars 

4501  Dome  shape,  with  Loose  Lid  and  Perforated  Plate 

SPONGE  CLOTHS. 

4499  Sterilizable,  Greig  Smith’s,  22X24  inches 
4498  ,,  extra  strong 


SPRAYS. 


4501  £ s d. 

each  10  6 

90 
15° 
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SPRAYS,  Continued. 


4324 

45 1 ^ 


Nasal,  for  Vaseline  and  oily  fluids 

,,  and  Throat  Atomiser  (for  Vaseline  and  Oily  Medicinal 

Preparations) 


each  4 o 

» 3 3 


45 1 5 Throat  Atomiser,  vulcanite  mounts 


B3185 


B3185 


De  Vilbis’  Atomiser,  for]  Oils  and  Medicinal  Preparations,  can  be 

regulated  to  give  heavy  or  light  spray  or  fine  cloud 


J? 


2 O 


each  6 6 


* 


4506/1 
— /2 
■ /3 

— /4 
45°7 
4509 


Throat,  small,  vulcanite  tubes,  with  bellows 


1 J 
> J 

n 
? j 


lar  ge  , , , , , • • • • 

screw  ,,  ,,  ,, 

small  „ ,,  ,,  graduated  to  1 oz. 

short  Tongue  Depressor,  vulcanite  tubes,  with  bellows 
long  ,,  ,,  ,,  >>  »> 
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SPRAYS.  Continued 


4523 


45°8  Throat,  with  plated  Tongue  Depressor  and  bellows  complete 
45 1 8 ,,  Lister’s,  with  stopcock 

4523  » with  side  aperture 


4518 


1 1 
91 


11 

11 


each 


11 

11 


io  6 

2 9 


4519 

4517  Telescopic,  plated  metal  tubes,  with  bellows  complete 
4519 


Revolving 


4527  4532 

4527  Siegel’s,  with  spring  valves  and  wooden  handle  ...  ...  each  3 o 

4532  Improved  ...  ...  ...  tin,  each  3/6 ; nickel-plated  ,,  43 
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SPRAYS,  Continued,  Steam. 


Fig.  2. 


4534 


4535 


4534  Nickel-plated,  for  Carbolic,  extra  stout,  large  size 

4535  „ ,,  „ „ „ and  stopcock  G 

STERILIZERS. 


each 


Fig.  5. 


4537/1 

4537/1  The  “ Compacta,”  combined  for  Instruments  and  Dressings. 

Small,  7^x4^  x 3^  in., /i  1 o;  Medium,  13  x 7 x 5^  in.,  £1  2 o;  Large,  20  x 8^x7  in.,  £<i  15  oea. 

Fig.  1 shows  the  whole  Apparatus  complete.  Fig.  2.— The  Sterilizer  in  working  order.  Fig.  3.— The  Instrument 
Receptacle  alone,  for  which  a Lid  is  provided,  so  that  it  may  be  used  without  the  Box  for  Dressings.  Fig.  4. — The 
Wire  Tray  for  the  Instrument.  Fig.  5. — Wire  Basket  for  Dressings,  with  removable  division  and  holders  for  bottles. 
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4537/4 
— 1 5 


4537/4  4537  5 

Enamelled,  with  Perforated  Tray,  i6x6-|X4j  in.,  each  7/6;  18  * 13X5  in.,  each 
Tin  ,,  „ ...  ...  15X  8x4  in., 


s. 

12 

5 


d. 

6 

o 


4437/10  4537/7 

4537/7  Tin,  plain,  portable,  for  pocket  ...  ...  • ••  each  5 3 

,,  /g  Copper,  plated  ,,  6 x 31  x 2 inch,  with  lamp  complete.. . ,,  17  6 

,,  /io  Brass,  plated,  for  Instruments  and  Dressings,  with  lamp  complete. 

The  whole  Apparatus  closes  up  to  10x4 X3I  inch  ,,  " 1 12  o 

A.— Shows  Apparatus  ready  for  use.  B. — Two  Trays  with  Detachable  Handles  for 
Instruments.  C.  -Box  for  Dressings. 

,,  / 1 1 Copper,  plated,  for  Eye  Instruments,  with  tray,  folding  hinged  legSr 

yiX2fxiiinch  each  150 

,,  /12  Ditto,  with  removable  rack,  gjx  4^  x 2-|  inch  ...  >>  1 x5  0 


4537/I4  Enamelled  Iron,  with  gauze  tray. 

Size,  inches.  9ix4iX2f  each  12  6 

„ » i4ix4lx3i  „ 1 o o 

„ ,,  2ifx6ix4i  „ I IO  o 

Supplied  in  Nickel -plated  Brass  to  order. 

4537/8  For  Sterilizing  Silk,  nickel-plated, 
with  3 reels  ...  each  6 6 
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STERI  LIZERS,“Continued. 


B3038  Portable,  Brass,  nickel- 
plated,  for  Instruments  only. 

Consisting  of  Boiler  (a),  with 
Folding  Legs  (g),  Drop-on  Lid  (c), 
which  can  be  used  as  a Cooling  Tray, 
Perforated  Tray  ( b ) with  two  Lifting 
Hooks  (/),  and  Spirit  Lamp  ( d ), 
which  can  be  enclosed  in  Sterilizer. 


Internal 

Measurement. 

No.  1 size 

7-|-X4X  i£  inches. 

Each 

15  0 

No.  2 size 

1 of  x 6 x 2§  inches. 

Each 

5 0 

No.  3 size 

16x8x3^  inches. 

Each 

^200 

B3038 


B3°35  Portable,  Brass, 
nickel-plated. 

Consisting  of  Boiler  with 
Dome  Top,  well  fitting  Lid, 
with  Removable  Legs,  Per- 
forated Sheet  Tray,  and  two 
Lifting  Hooks.  With  Spirit 
Lamp  complete. 

No.  1 size,  ioi  x 6 x 3f  inches. 

Each  £1  7 6 

No.  2 size,  16  X8X4  inches. 

Each  £1  17  6 

Without  Spirit  Lamp. 

No.  1 size  ...  each  136 
No.  2 ,,  ...  ,,  1126 


B3035 
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STERILIZERS,  Continued. 


B3041 


B3041 


B3041  Dr.  Schimmelbusch’s,  for  Instruments 
and  Dressings,  with  removable  legs,  consisting  of  a 
Solid  Instrument  Box  (a),  with  Hinged  Lid,  Water 
Tap,  and  Tray  (b),  and  Box  (c),  for  Sterilization  of 
Dressings,  which  is  also  used  as  a receptacle  for  the 
different  parts  of  the  Sterilizer,  and  is  fitted  with  a 
Box  (d).  Into  this  can  be  fitted  the  two  metal 
boxes  (e). 

This  Apparatus  ensures  the  perfect  Sterilization 
of  Instruments  and  Dressings,  and  does  away  with 
the  drying  processes  after  Sterilization. 

The  boxes  and  trays  are  made  of  smooth  perfora- 
ted sheet  therefore  very  easy  to  clean. 


Apparatus,  with  Spirit  Lamp  complete  — 


Height. 

Width. 

Depth. 

Boiler. 

No.  1 size. 

I2f 

n| 

6f 

iohx6 

Each 

£\  5 

O 

No.  2 ,, 

I2f 

1 6* 

00 

»Hco 

16  x 8 

Each 

. . . 

£5  15 

O 

inches. 


n 


If  fitted  with  Gas  Burner  as  B3043, 
instead  of  Spirit  Lamp , 2/6  less  than 
the  above  prices. 
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STERILIZERS,  Continued. 

B3042  Dr.  Schimmel- 
busch’s,  for  Instruments 
only,  Brass,  nickel-plated. 

Consists  of  Metal  Box, 
with  Hinged  Lid,  the  upper 
part  of  which  is  perforated, 
into  which  the  boiler  is  in- 
serted. 

The  Apparatus  is  fitted 
with  Gas  Burner,  and  in- 
cludes Perforated  Tray  and 
Cooling  Dish. 

Internal  measurement  of  Boiler: 

No.  i size,  10^x6  inches. 

Each,  £2  17  6 

No.  2 size,  16x8  inches. 

Each,  £3  15  o 

Set  of  Measuring  Appara- 
tus for  use  with  the  above, 
consisting  of  a Glass  Box  f 
with  Lid  for  Soda,  Scoop ; 
to  hold  10  grammes,  one 
Litre  Measure,  5-minute 
Sand  Glass,  extra  17  6 

Can  also  be  supplied  for  use 
with  Spirit  Lamp. 


B3042 


Specifications  for  Steam  and  Hot  Air  Sterilizers  on  application. 


STERILIZERS. 

Accessories  For. 


4538 


4538  Box,  Tinned  Copper,  with  Brass  Wire  Basket,  10 x 8x6  inches 

,,  „ ,,  12x10x8  ,, 

B2365  Tinned  Wire,  forSurgical  Instruments,  12^x5.$  x£  inch  ... 


77 


B2366 


77 
7 7 
7 7 


77 
7 7 
77 


7 7 
7 7 


15  x 6 x 


„ 19I  x 1 o x 1 i „ 

for  Dressings,  17^  inches  long  ... 


each 

7 7 
77 
7 7 
7 7 
7 7 


o 

2 

3 

4 

2 


6 

o 

9 

3 

3 

9 
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SURGICAL  DISHES. 


4563 


4582 


45^3  Bleeding  Basins,  earthenware 
4582  » ,,  enamelled  iron*'7!. . . 

457°  >>  ,,  glass,  plain,  5|  inch  diameter 


4570 

16  oz. 
each  1 8 

r»  1 s 

each 


24  oz. 

2 2 

2 2 

1 4 


4555 

4556 

4555 

Guy’s  pattern,  earthenware 

...  ... 

,,  ,,  copper,  tinned 

Inches 

4556 

Kidney  shape,  earthenware 

per  doz. 

4564 

,,  ,,  glass  ...  ... 

...  n 

4565 

,,  ,,  ,,  with  handle  ... 

... 

4565 

per  set 

? J 

8/6 

19/- 

6 

• 8 

9h  I0i 

12 

12/- 

15/- 

18/-  25/- 

— 

13/6 

J7h 

20/-  27/- 

per  doz. 

33/- 

36/- 

4576  4587 

Inches.  6 


4576 

Kidney  shape, 

enamelled  iron 

per  doz. 

— 

4577 

5 5 

> 5 

brass,  nickel-plated 

? J 

— 

4578 

5 > 

aluminium 

5 J 

— 

4579 

J J 

? J 

tin 

5 5 

— 

4587 

> J 

55 

papier  mache 

n 

— 

4594 

n 

> 5 

vulcanite 

5 ) 

— 

4583 

n 

n 

celluloid 

? > 

— 

4569 

Round  Bowls,  glass 

5 5 

J5/- 

4569 


8 

9i 

i°i 

12 

0 

194- 

15/- 

— 

2 5/- 

32/- 

72/- 

— 

40'- 

45/- 

— 

— 

— 

42/- 

— 

— 

— 

— 

30/- 

33/- 

— 

— 

6/- 

— 

9/- 

12 1- 

— 

33/- 

36/- 

40/- 

54/- 

— 

45/- 

54/- 

75/- 

— 

20/- 

— 

27/- 

— 

— 
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SURGICAL  DISHES,  Continued. 


4580 


455  / 

4566 

458° 

4588 

4595 


Triangular,  earthenware 
,,  glass 

,,  enamelled  iron 

,,  ,,  ,,  straight  sides 

,,  papier  mache 

,,  vulcanite  ... 


5.  d. 

1 8 

2 9 

2 9 

1 6 

1 9 

5 o 


4588 

each 

• • 77 

• • 77 

• • 77 

• • 77 

• • 77 


4590 

4590  Long  shape,  papier  mache,  for  Catheters 
4589  Smith’s  pattern  ,,  ,, 

4596  Square  „ „ 


4589 


Inches.  6%  x 4J  SJ  x 6 
...  each  1/3  1/9 


each  2 6 

20 

9f  x 74  104x5^  104x124 
2/6  3/-  3/6 


4558  4561 

Inches.  11x5  135x64 

4558  Porcelain,  with  Racks...  ...  ...  •••  each  10/-  12/- 

456#  ,,  ,,  ,,  for  Carbolising  Eye  Instruments  g4x6^  inch  ...  each  4 - 

Inches.  7x5  9x7  10x8  12x10  14x11  16x14 

4561  ,,  ,,  ,.  with  lip,  deep  each  1/4  1/9  2/3  3/-  5 6 11.6 

4562  ,,  ,,  ,,  ,,  shallow  ,,  1/3  1/6  2/-  2/9  4/6  lo/6 


458t 

4575 


4581 

Enamelled  iron,  with  lip 


,,  ,,  without  lip 

Glass,  with  nickel-plated  rack  for  6 instruments 


4575 


Inches. 

84x6 

10  x 7^ 

t 124  X 104  13  X II 

16  X II 

...  each 

2/3 

3 /- 

3 /6 

4 - 

5/- 

Inches. 

84x6 

9x7$ 

124  X 104 

15$ x 124 

17  x 13$ 

...  each 

i/9 

2/- 

3/- 

3/9 

5/- 

each 


10/- 
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SURGICAL  DISHES,  Continued. 


4571 


4571  Glass,  plain 

4572  ,,  ribbed 


Inches.  8J  x 6 
...each  2/3 


9i  x io|x8£  12^x9^  i4l><I2i 

2/9  3/3  3/9  5/6 

2/6  3/-  3/6  5/- 


4573 


4573  Glass,  plain,  shallow  ... 

4574  ,,  with  cover,  15  x inch 


4575A  » with  straight  sides 


6530 


Inches.  8 x 44  11x5  13^x7 

each  3/-  5/-  6/6 


6526  “The  Army”  Cotton  Net  Bag,  twill  band,  to  button  or  buckle 

6527  ,,  Silk  ,,  superior  finish 

6528  The  “ C.I.V.  ” Cotton  Net  Bag,  linen  front  and  band,  elastic 

insertion,  with  understraps 

6529  ,,  Silk  ,,  superior  finish 

6530  The  “ United  Service  ” Cotton  Net  Bag,  linen  front  and  band,  elastic 

insertion 

6531  „ ,,  Silk  ,,  superior  finish  „ 


6533  The  “ Khaki,”  same  pattern  as  6526,  but  khaki  band  and  web  bag  ... 

6534  The  “Adaptable”  Cotton  Net  Bag,  woven  elastic  edge... 


6535  „ Silk 

>>  y> 

11 

superior  finish 

No.  10 

l6 

21 

26 

6537  The  “Syracuse,” 

each  net  7d. 

1 16 

2/- 

per  doz. 

6 

6 

11 

13 

6 

11 

13 

6 

„ 1 

1 1 

0 

11 

8 

0 

11 

17 

6 

1 

3 

6 

11 

8 

0 

11 

15 

6 

31  34  36 

2/6  4/-  6/- 


i. 
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SUSPENSORY  BANDAGES,  Continued. 


B2701  B2921 

B2701  Barnes'  Improved,  Cotton  Net  Bag,*stout  web  band,  elastic  insertion, 

patent  buckles 

,,  ,,  ,,  Silk  ,,  ,,  ,,  superior  finish 

— Keetley’s  ... 

B2921  Varicocele,  Sateen  Band,  Cotton  Net  Bag,  with  understraps 

Silk 

??  >5  vJHIV  95  55  ••• 

— Hydrocele,  with  perforated  leather  bag 


each 


TEMPERATURE  CHARTS  AND  BOARDS. 

Charts. 

4630  Gould’s,  “ M and  E,”  or  “ 4 hours  ” ...  ...  ...  per  100 

4632  Coles  ...  ...  ...  ...  ...  ...  ,, 

4633  Silverlock’s  ...  ...  ...  ...  ...  ,, 

Boards. 

4638  With  leather  corners,  to  hang,  x6f  inch  ...  ...  ...  per  doz. 

4639 

464°  ,,  ,,  ,)  JJ  II><9  5 J •••  •••  5> 

Tin,  japanned  ...  ...  ...  ...  ...  each 

TEST  TUBES  AND  SPECIMEN  GLASSES.  See  Urine  Testing  Apparatus,  Section  2. 

TRUSSES.  For  Inguinal  Hernia. 


4710  Ciicular,  Brown  or  Red  Leather,  lined  mole  ... 


Single  Circular 


4713 


skiver 


Double  Circular. 

Single. 

..  per  doz.  is  o 
18  6 


White  Roan 


plush  pad 


5 J 

99  VVllAlVs  AVVttXl  99  99 

Tho  following  arc  specially  made  and  suited  for  the  classes  for  which  they  are 

Single, 
each  3 6 


4716  For  Gentlemen,  Calf  and  Persian... 

4719  For  Workmen,  Basil  and  Corduroy 
4722  For  Ladies,  Roan  and  Yellow  Plush 

Sizes  over  40  inches  charged  extra. 


Double. 
160 
1 10  o 
280 

intended- 

Double. 
6 O 

3 36 

o 70 
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TRUSSES,  Continued. 


4728  Single. 


4731 


4728  Double. 


4731  Circular,  covered  Elastic  Gum  or  Celluloid,  with  rubber  understraps  each 

For  Children. 

4725  Circular,  India  Rubber  covered 

>>  ,,  ,,  bands  and  inflated  pads,  without  springs  ,, 


Single. 
5.  d. 

7 6 


3 o 
2 o 


Double. 

s d. 
12  6 


4 O 
2 9 


Salmon  and"Ody’s  Single. 


Salmon, and^Ody’s  Double. 


4734 

4737 


Salmon  and  Ody’s 

>>  >> 


(expired  patent),  Brown  Leather  and  Mole 

,,  White  Roan  Leather,  Silk  sewn 


each 

n 


Single. 

2 "3 
2 9 


Double. 

4 o 

5 3 


Femoral. 

4740  Femoral,  Brown  Leather  and  Mole 
4743  Moc  Main,  Red  ,,  ,, 

>>  ,,  ,,  ,,  ,,  and  Skiver 


Single. 

Double 

each 

2 

0 

3 

3 

>J 

5 6 

7 6 

yj 

6 

6 

10 

0 
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TRUSSES,  Continued. 


Cole's  Single. 


Sliding  Head. 

4749  Sliding  Head,  Brown  Leather  and  Mole 
4752  ,,  ,,  Red  ,,  and  Skiver 

4755  Scrotal,  Brown  Leather  and  Mole 
4758  ,,  Red  ,,  and  Skiver 


4775 


B1020 


Single. 

Double. 

s.  d. 

s.  d. 

each  4 0 

6 0 

„ 5 0 

7 6 

„ 3 9 

6 0 

n 4 6 

7 0 

Umbilical. 

Umbilical,  Red  Leather  and  Mole 

n for  Infants 

,,£•  Kid  lined,  with  spring  pad 


B1020 


Cali 


each 


Circular  Revolving  Pad,  Single. 

Single.  Double. 


4761  Cole’s  (expired  Patent),  Red  Leather  and  Mole  ...  each  5 o 

4764  Circular,  Revolving  Pad  ,,  » •••  ” 2 4 0 
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• ■ — — « 

TRUSSES,  Continued. 


Sliding  Back,  Double.  Circular  Angular,  Single.  s.  d. 


4773  Sliding  Back,  Double,  Brown  Leather  and  Mole 
4770  Circular  Angular  ,,  ,,  }J 


each 

single  each  2/6;  double  each 


4 o 
4 6 


4776  Prolapsus  Ani,  Morocco  and  Kid  ... 

4777  Hull’s  Uteri  Abdominal  Support,  Morocco  and  Kid 


each  is  o 
15  o 


Sizes  over  40  inches  charged  extra. 


TRUSS  BRACES. 

4781  Webbing,  Yoke  shape  ... 


each  2 o 


TUBE  CLIPS. 


4786 


4790 


4786  Brass  Drainage,  4 sizes 
4790  Nickel-plated,  3 sizes  ... 
4793  Metal,  with  handle,  2 sizes 


60  6 6 70 

60  80 


TUBING.!; 

4800  Ordinary  Red  Rubber,  § and  \ inch  bore,  for  Gas 
R1993  • Red,  for  Tourniquets  ... 

Black,  for  Stethescopes 
5899  ,,  for  Feeders 


per  foot  6d.  and  8d. 
per  foot  8d. 

6d. 

per  yard  4d. 


• • • 


' 
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URINALS. 


4810  4812  4815 

4810  Earthenware,  Male 
4812  ,,  Female  ... 

4815  ,,  Male,  Children’s 

B2128  ,,  Female  ,, 


4816 

4816  Earthenware,  “ Boat  shape  ” 

4817  ,,  Spoonbill 


4817 


each 

>> 


1 6 

2 o 


4820 


4821 


4824 

Plain. 

Graduated 

each 

!/5 

2/3 

9 9 

i id. 

n 

i/5 

2/3 

j 9 

1 id. 

• • • 

each 

nd 

4823 


4820  Glass,  .Male,  with  handle 

4821  ,,  ,,  without  ,, 

4822  ,,  Female,  with  ,, 

4823  ,,  ,,  without  handle 

4824  ,,  Male  or  Female 


4828  Glass,  Male,  with  India  rubber  valve  ...  •••  *; 

4830  „ Male  or  Female,  with  ground  glass  receiver,  which  can  be  closed 

with  the  turn  of  the  hand,  thus  sealing  the  Urinal  and  preventing  any 
unpleasant  odour 
4837  Elastic  Gum,  Male 


2 o 


2 3 
2 9 
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URINALS,  Continued. 


4840 


4840  Enamelled  Steelwar 

4841 

4842 


4841 


, Male 
Female 
long  shape  ... 


2 9 


India  Rubber,  Male. 


4848  4849  4855 

4847  With  Suspender,  cloth  covered  bag  for  day  or  night  use  ... 
4^48  » ,,  Double  Chamber,  for  night  use 

4849  To  contain  Scrotum,  cloth  covered  bag 

4850  As  4849,  entirely  of  rubber,  uncovered 

4852  With  Suspender,  cloth  covered  bag  for  bed  use 

4855  Without  Suspender,  for  day  use 

4875  ,,  ,,  - „ Boys’ 

4851  As  4855,  entirely  of  rubber,  uncovered 


eack 

4852 

12 

6 

? 5 

T3 

0 

>5 

1 1 

6 

9 

0 

> 5 

1 1 

6 

> 5 

10 

6 

n 

7 

6 

n 

8 

0 
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URINALS,  Continued. 

India  Rubber,  Male. 


i 


4856  4858 

4856  With  short  bag,  web  waist  band  ... 

4876  ,,  ,,  ,,  ,,  Boys’,  to  contain  Scrotum 

4858  For  trouser  wear,  with  waist  band  . ... 


each 

n 
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4365  4867 

4865  With  Cloth  Covered  Bag,  for  day  use 

>>  » >>  # „ (Girls’) 

4867  ,,  Short  Bag,  web  waist  band  .. 

— ,,  ,,  ,,  (Girls’)  each  7 6 

4868  For  day  or  night  use,  expanding 

bag,  air  cushion  and  tube, 
extra  strong  waist  band  ...  ,,  17  6 

VAPOUR  AND  HOT  AIR  APPARATUS. 
Prices  NET. 


4868  £ s. 

each  11 


B2159 


B1313 


d. 

6 

6 

6 


B2I59  Apparatus  with  tubes  and  foot  plate,  and  pair  of  wicker  frames  for  use 

under  bed  clothes,  in  box  complete  ...  ...  each 

— ,,  as  B2157,  2158  and  2159  combined,  in  wood  box  complete  ,, 

B1313  Mercurial,  Lee’s  ...  ...  ...  ...  ,, 


2 5 0 

3 15  6 
6 6 
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VAPOUR  and  HOT  AIR  APPARATUS,  Continued.  Prices  NET. 


B2157 


B2158 


B2157  Apparatus  for  use  with  chair,  with  cloak  and  tinned  iron  supports, 

in  box  complete  ... 

„ ,,  only,  for  use  under  chair 

B2158  ,,  with  tubes,  cloak,  and  tinned  iron  supports,  in  box  complete 

,,  ,,  ,,  ,,  with  portable  chair  ,,  ,, 

,,  ,,  only,  with  tubes 

B2156  Tracheotomy  or  Croup  Kettle,  to  hold  5 pints 

— Portable  iron  frame,  with  extending  sides  and  ends,  adaptable  to  any 
cot,  for  making  Croup  Tent 


each 


£ s.  d 

2 10  o 
126 

2 17  6 

3 10  o 

1 10  o 
1 5 0 

I o o 


VOMIT  TINS. 


4891 


4891  Tin 


each 


1 10 
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Section  5. 

HOSPITAL  AND  GENERAL 

• M •'**•*■' 

; - • 
t . ‘ ■ 

I 

SUNDRIES. 


ACID  TUBES. 

5050  Bent  or  Straight 


BEAKERS  AND  FLASKS 

“*  :.r 


B2022 


5081 


B1983 


s.  d. 

per  doz.  i o 


B1985 


Approximate  Capacity.  Ounces.  2 3 5 7 11  16  20 

B2022  Beaker,  BohemiangIass,Tumblershape,  withoutlip.  per  doz.  3/-  4/6  5/6  6/3  7/6  9/-  10/6 

5081  ,,  ,,  ,,  ,,  ,,  with  ,,  ,,  4/-  5/6  6/6  7/3  8/6  10/-  n/6. 

Approximate  Capacity.  Ounces,  2 6 10  16  20  40 

B1983  ,,  Conical,  with  spout  ...  ...  per  doz.  4/6  7/-  9/6  12/-  13/6  1 6/6 

Approximate  Capacity.  Ounces.  24  6 8 12  16  20 

B1985  Flasks,  boiling  ...  ...  ...  per  doz.  3/6  4/6  5/-  6/-  7/-  8/-  9/6 
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BOTTLES.  Prices  NET. 


5103 


5148 


5155 


Collodion. 

5103  Amber  Glass,  hand-made,  superior  finish 

5104  White 

5105  ,,  ,,  ,,  ,,  ,,  with  cap 

,,  ,,  moulded  similar  to  5103 


Ounces.  1 2 

...  per  doz.  12/6  13/6 
1 1/6  12/6 
20/- 
9/6  10/6 


Dispensing.  size,  ounces.  23468  10  12  16  20 

5146  Round  corners,  plain  or  graduated  per  gross.  8/-  9/-  9/-  10/-  10/-  13/6  15/6  19/6  22/6 

5147  „ „ „ ,,  best  ,,  9/-  10/3  10/3  1 1/6  1 1/6  15/6  18/-  21/6  25/6 


Panelled. 

5148  Pale  green... 

5149  White  flint 


Size.  Ounces.  2 3 4 6 8 10  12  16 

...  per  gross.  9/-  9/9  9/9  11/-  11/6  15/6  18/-  22/6 
10/-  1 1/6  1 1/6  13/6  15/-  19/6  22/-  23/6 


POISON.  Size.  Ounces.  $ i 2 4 6 8 10  12  16  20 

5150  Flat  or  hexagon,  blue  or  green,  per  gross.  5/-  6/-  7/6  9/9  12/-  12/6  16/6  19/-  22/-  28/- 


Shop.  Rounds. 

5 1 53  White  flint,  narrow  mouth 

5154  ,,  ,,  wide  mouth 

Vials. 

3 1 35  White  flint 

Ether. 

5157  Stoppered  and  capped... 

Oil. 

5158  Wflth  tube  stoppers,  and  glass  caps 

,,  and  japanned  tin  caps 


n 


l/9  2/-  2/3  2/9  3./-  3/6  4/-  4/6  5/-  6/- 

„ 2/3  2/6  2/9  3/-  3/6  3/9  4/6  5/-  5/6  6/6 

Drachms.  1 2 Ozs.  £ 11J2346  8 

per  gross.  3/6  3/9  4/-  4/6  5/3  6/-  8/-  9/-  12/-  15/6 

Ounces.  12  3 4 6 8 10  16  20 

each  if-  1/2  1/3  1/4  1/7  1/9  2/3  2/6  2/9 

Ounces.  10  20  30  40 

each  2/-  2/3  2/9  3/3 

— 2/6  3/3  3/9 


Round,  in  Cases  ■ h^o.  i 234  5 

Approximate  Capacity.  Ounces,  f if  2 4J  7 8J 
1165  Stoppered,  in  nickel-plated  cases  ...  each  1/6  1/8  2/-  2/6  3/-  3/6 


In  Boxwood  cases. 

5159  Stoppered,  Narrow  mouth. 

,,  Wide  mouth  . 


Size.  Ounces.  1248 
each  1/-  1/3  1/9  2/6 

1/2  1/4  l/io  2/9 


1165 
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BOXES, 


Parcels  Post. 

5353  Lined  with  corrugated  paper 

Pill. 

5358  Pink  in  or  out,  deep  or  cut  down 
>>  ,,  >,  nested,  per  gross 

5362  Purple  Shouldered 


Ounces.  6 8 12 

per  gross  15/-  16/-  20/- 

£ dr.  1 dr.  2 dr.  \ oz  1 oz.  2 oz. 

per  gross  4^d.  4£d.  7d.  1/-  i/4  2/3 

2"  dr.  to  oz.,  2/3  ; 1 dr.  to  1 oz.,  2/10  ; £ oz.  to  2 oz.,  4/9 

1 dr.  2 dr.  J oz.  x oz.  2 oz. 
per  gross  i/4  1/6  2/-  2/9  5/- 


Powder  Dispensing 

5365  White  Enamel,  lift-off  lids 
5368  ,,  ,,  slide  ,, 

5371  »»  ,,  ,,  ,, 

Willow. 

5442  Deep 

5443  Cut  down  ... 

544°  Nested 


For  6 12  24 

per  gross  2/9  3/4  4/- 

. J •••  •••  » 3/4  4/-  5/3 

coloured  edges  ...  ...  ,,  5/-  5/6  6/6 


1 dr. 

2 dr. 

J oz. 

I oz. 

l£  oz. 

2 oz. 

3 oz.  4 oz. 

per  gross  7d. 

9d. 

iod. 

i id. 

J/3 

1/4 

i/'io  2/2 

7d. 

8*d. 

9id. 

iod. 

1/1 

1/3 

1/10  2/2 

oz.  to 

i oz., 

4/-; 

1 

oz.  to 

I dr-,  3/6 

BREAST  EXHAUSTERS. 


5464 


B1889 


5458  Glass,  with  Rubber  Tubing  and  flat  mouthpieces 

5459  ,,  ,,  >,  ,,  teat  shape  ,,  and  ivory  cork 

545°  Bottle  shape,  with  Glass  Receiver 
5455  Ball 

21889  ,,  ,,  with  Child’s  Feeding  Tube 

bi888  Bottle  ,,  ,,  • 

5464  Syringe  shape,  Glass  ... 

BRUSHES,  Acid. 

5470  Glass  fibre,  for  applying  acids 


B1888  s.  d. 

per  doz.  5 6 

. . . , , 7 o 

Ounces.  234 
each  1/9  2/2  2/9 

» 1/7  ~ — 

„ 2/6  - 

,,  3/-  3/6  4/- 

per  doz.  8 o 


Bath. 

5472  With  long  handle 

5474  » ? ) ,,  superior 


per  doz.  10  o 
» 13  6 
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BRUSHES,  Continued. 

BOTTLE. 

5475  ••• 

Camel  Hair. 


For  \ J 1 2 Pint- 

per  doz.  1/7  3/-  4/6  6/6 


5589 

5589  Box  containing  1 gross  assorted  pencils,  with  sticks 


5596 


each 

Short. 


5580 

5582 

5584 

5586 

5587 

5604 

5596 

Hair. 

5490 


Crow 

Duck 

Goose 

,,  extra 

Swan  ...  ...  ...per  gross  Small,  12/-; 

Sticks  for  above 

In  Glass  Tube,  for  Photographic  and  other  work 


per  gross  3 3 

» 3 9 

„ 5 6 

Medium,  14/- ; Large 
per  gross 
per  doz. 


Large  assortment  stocked.  Prices  ranging  from  6/-  to  60/-  per  doz. 

Selections  sent  on  approval . 


s.  d. 

4 6 
Long. 

3 9 

5 3 

6 6 

7 0 
15  6 

1 9 

2 6 


5511/20  J>'14 

5512  “The  Surgeon’s,”  in  Glass  Top  Box,  Brush  screwed  to  lid 

551 1 Ji  Plain  wood,  for  Institution  use 
,,  /,3  Varnished  wood 
,,  /io  Best  quality,  boxwood  back 
,,  /15  Bone  back,  arch  shape 

„ / 16  ,,  „ without  handle  ...  •••  : 

„ /20  Polished  wood  back,  extra  quality  bristles  ...  per  doz.,  5/-  6/ 


each 
per  doz. 

99 

99 

j y 

99 

12/-  and  1 


3 o 

1 o 

2 3 
9 6 
5 6 
9 6 
7 c 


Test  Tube. 

5540  Horsehair  ... 

Tooth. 

5541/2  Cheap,  for  Institutions 
,,  /8  Medium  quality 

,,  /30  “ Silver  drawn  ” wire,  very  best  quality 

CAPSULES. 


5621 

5622 

5623 


Nitrite  of  Amyl,  in  glass,  in  boxes  of  1 doz.  ... 

,,  „ loose,  £ gross  boxes  ••• 

£ gross  boxes,  wrapped  in  Wool  and  Silk 

Flexible  Medicated  Capsules  of  any  kind  to  order. 


per  doz.  iod. 


per  doz. 

9? 

99 


2 6 

3 9 
8 o 


per  box  1 9 

per  gross  12  o 
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CHEST  PROTECTORS. 


5656 

5652 

5658 

5654 

4317/1 

4317/2 

4317/3 

5663 


5656 

Scarlet  or  Grey,  Single 


No.  o 


,,  super. 
Double 


>,  ,,  ,,  super. 

Lambs  Wool  throughout,  assorted  sizes 
,,  ,,  in  sheets,  36  x 16  inch 


per  doz.  4/6  5/-  6/6  8/-  10/6  14/- 

,,  — 6/6  8/6  10/6  " 14/-  r 8/6 

,,  10/-  10/6  14/6  17/6  21/6  27/- 

„ — 14/6  19/6  24/6  31/-  39/- 

per  doz. 
per  sheet 


5 

1 


Pneumonia  or  Bronchitis  Jackets,  Lambs  Wool  throughout  each  ij 3 
,,  ,,  ,,  “Red  Cross”  Tissue 


COMBS,  Dressing 

English  Horn 

Vulcanite 

Aluminium 

Tooth. 

Ivory  ... 

Vulcanite 

CORKS. 


Small. 

Medium.  Large. 

each  1/3 

1/6  2/- 

»»  V- 

i/3  1/6 

each 

from  9d.  to  2/- 

99 

,,  6d.  to  1/6 

)> 

,,  6d.  to  r/6 

each 

from  6d.  to  1 /6 

5 ) 

» 3d-  t0  I/- 

oz.  to  4 oz.,  Seconds 
Best 
Super 

6 oz.  to  8 oz.,  Seconds 
Best 
Super 

1 dr.  to  2 dr.,  Seconds 

,,  ,,  Best 

2 oz.  to  4 oz.  Vials,  Best 

Seconds 


571 1 

5712 
57*3 

5714 

5715 

571 6 

5717 

5718 

5721 

5722 

India  Rubber. 


99 


5) 


n 


per  gross 


Without  hole 

With  one  or  two  holes... 


5728 

99 

CORK  PRESSERS. 


No.  o 

Bottom  Diameter.  Inches.  § 
Length.  Inches,  § 
per  doz.  1/2 
!/4 


I 

4 


!/4 

1/6 


2 

A 

I 

2/- 

2/3 


2/3 

2/6 


2/9 

3/- 


5 

4 

3/6 

3/9 


6d. 

8d. 

!/- 

8d. 

1/- 

1/6 
7d. 
1 id. 
gd. 

7d. 

6 

A 

4 6 


5732  Japanned,  lever  action... 


5732 


8 inch,  each  1/3 ; 9 inch  each 
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COVERED  JARS  and  POTS. 


574° 

5741 

5742 
573s 


Canopy  Top,  White 
,,  ,,  Blue 

Flat  Top,  White 

,,  ,,  Japanned  Tin  Covers 

Any  kind  of  Jars,  Plain  or 


Size.  4 lb. 
...per  doz.  30/- 

• ••  >>  45/' 

28/- 

>>  32/- 

Lettered,  to  order . 


2 lb.  1 lb.  £ lb.  4 oz. 

15/6  8/'  5/6  4/6 

23/-  1 1/6  8/-  5/6 

15/6  8/-  5/6  4/6 

16/6  10/9  9/6  8/- 


2 oz 
4/6 
5/6 
4/6 


Covered  Pots. 

5744  Earthenware,  Thin 
3743  ,,  Thick  ... 


Size.  Oz.  4 & ? 1 

per  doz.  1/7  1/8  1/9  2/-  2/3 

„ i/7  i/7  J/8  V10  2/- 


2 3 4 

2/6  3/*  4/- 
2/3  2/9  3/9 


DROP  BOTTLES  AND  TUBES. 


5766 

5766 

5765 

B2429 

5778 

5774 

5777 

5786 


5765  B2429 

Chalk’s 

,,  vase  shape 

,,  on  foot 

,,  with  teat 

Liebreich’s 

McNaughton  Jones’,  vulcanite  mounts 
Galezowsky’s 


5777 

oz.  8/6,  2 oz 


• 5786 

£ s.  d 
per  doz.  12  o 
8 6 


5774 


I 


• • • 

£ oz.  8/6,  1 oz 


>> 

I 0 

0 

12 

0 

I 

6 

>> 

5 

6 

14 

0 

5768 

5772 

B3I53 

5798 


5798 

White  Glass  ...  1 oz.,  3/6,  2 oz.  per  doz.  4 

Amber  ,,  ...  1 °z*>  4/">  2 °z*  >»  5 

Retort  shape  ...  •••  •••  >>  10 

Combined  Tube  and  Bath,  graduated  „ 6 


5768 
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5796  5791 

5787  Pneumatic  (acts  by  expansion  and  contraction  of  air) 

5788  With  bulb  end 

5790  Straight,  with  teat 

5794  j 5 >,  graduated,  5,  10,  and  20  drops 

5791  Bent 

5796  Straight,  with  rubber  tube 

5797  ,,  „ „ ball 

EYE  BATHS. 


5860 

5860  Earthenware,  plain 

5861  Glass,  assorted  colours 


5861 


5790 

s. 

d. 

per  doz. 

3 

6 

J 5 

1 

6 

1 

3 

5 > 

3 

0 

1 

3 

5 5 

1 0 

) J 

3 

6 

per  doz.  4 6 

„ 3 3 


5864  5866  5869  5870 

5864  Single,  covered  silk,  lined  green,  small  size  ... 

5865  „ ,,  ,,  ,,  large  ,, 

5866  Double 

5867  Single,  concave  shape  ,, 

5869  Celluloid,  pink,  right  or  left 

5870  ,,  ,,  reversible 

5871  „ black 

— ,,  double 

5872  Paper,  for  hospital  use 

5873  American  reading  Shades 

— Celluloid  ,,  ,,  nickel-plated  bands 


5873 

per  doz.  2 6 

„ 3 3 

„ 4 3 

3 9 

„ 26 

„ 2 6 

„ 3 0 

5 0 

6 

>,  4 9 

12  o 
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elastic  hosiery. 


Directions  for  Measurement. 


Stocking  Circumference  atDEFGHIO 

...  D E F 

...  BCD 


Legging 
Knee  Cap 


n 
j 5 


Anklet,  around  at  ... 
Stocking,  with  Knee 
Cap,  around  at 
Legging,  with  Knee 
Cap,  around  at 
Thigh  Piece,  around  at 
Thigh  Piece,  with 
Knee  Cap,  around  at 
Legging,  with  Knee 
and  Thigh  Pieces, 
around  at 

Stocking,  with  Knee 
and  Thigh  Pieces, 
around  at 

Armlet.  ... 

Wristlet  ... 


Length 
Length 
Length 

F G H I O 

BCDEFGHIO 

B C D E F 
A B 


D to  K 
D to  F 
B to  C and  C to  D 

Length  ...  F to  K 

Length  B to  C and  C to  K 

Length  B to  C and  C to  F 
Length  ...  A to  B 


A B C D Length  A to  C and  C to  D 

A B C D E F Length  A to  C and  C to  F 


ABCDEFGHIO  Length  A to  C and  C to  K 
At  the  Elbow  Joint,  above  and  below,  with  the  Length. 
At  the  top  and  bottom  of  the  Wrist,  with  the  Length. 


When  ordering  Laced  Goods,  please  state  whether  for  Right  or  Left  Leg. 
N.B.—  In  all  cases  allowances  will  he  made  for  compression,  unless  ordered  to  the  contrary. 


Sizes 


Ordinary 

Cotton. 

Anklets 

3/3 

Armlets 

3/3 

Knee  Caps 

3/3 

,,  Stockings 

7/6 

Leggings  • ... 

3/9 

,,  with  Knee  Caps 

7/- 

Stockings 

5/- 

Thigh  Pieces... 

3/6 

,,  ,,  with  Knee  Caps 

7 I’- 

„  • Stockings 

ll /6 

Wristlets 

1/6 

-8,  to  draw  on,  per  pair. 

Fine 

Ordinary 

Fine 

Cotton. 

Silk. 

Silk. 

4/- 

5/- 

6/3 

4/- 

5/- 

6/3 

4/- 

5/6 

6/9 

9/6 

1 3/6 

1 7/6 

4/9 

5/9 

7/3 

8/6 

10/6 

H/6 

6/3 

8/- 

10/6 

4/6 

5/9 

7/- 

8/9 

1 1/6 

1 4/6 

1 4/6 

18/6 

24/- 

1/10 

2/- 

2/3 

Sizes  1—8,  to  lace,  per  pair. 


Ordinary 

Fine 

Ordinary 

Fine 

Cotton. 

Cotton. 

Silk. 

Silk. 

5/9 

6/9 

7/6 

10/- 

6/- 

.7h 

8/- 

IO/- 

6 1- 

7h 

8/- 

io/- 

15/6 

17/- 

19/- 

24/- 

7/- 

8/- 

9/- 

1 2 - 

12/6 

15/6 

15/6 

21  - 

8/6 

10/6 

13/- 

15/- 

7/- 

7/6 

9/- 

12/- 

n /- 

13/6 

15/- 

2.0  j- 

18/6 

22/- 

26/- 

34/- 

3/- 

3/6 

4/- 

5/- 

Extra  charged  for  Specials  and  Sizes  over  8.  White  or  Scarlet  Wool  Hosiery  made  to  otdn. 


ELASTIC  SHOULDER  CAP. 

/ 

For  tendency  to  dislocation. 

B2923  To  lace  or  buckle  in  front.  5 • 

Stout  Silk  ...  ...  from  each  13  6 

Fine  Thread  ...  , „ 13  0 

Stout  Thread  ...  >>  120 

Any  kind  of  Elastic  Appliances  or  Support  made  to  order. 


B2923 


28o 
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5859 


B1933 


EVAPORATING  DISHES. 


B371 


5855 


5859 


5858 


BI933 


Diameter.  Inches,  if 
Capacity.  Ounces.  1 
Glass,  deep,  with  spout  ...Per  doz.  3/- 

No.  o 

Diameter.  Inches.  2 
Approx.  Capacity.  Ounces.  1 
Porcelain,  deep,  with  spout  ...  Per  doz.  2/9 

No.  00 

Diameter.  Inches.  2f 
Approx.  Capacity.  Ounces.  if 
Porcelain,  shallow,  with  spout  Per  doz.  3/3 


2i  2£  34  4 

44 

5 

2 3 5 8 

II 

16 

4/3  4/9  6/6  7/- 

8/6 

9/6 

1 2 3 4 5 

6 

7 

8 

2§  2f  34  4 4§ 

5 

54 

6 

x4  2 5 6 

10 

12 

16 

3/3  4/-  5/6  6/3  8/- 

9/6  12/- 

14/- 

O 1 23  4 

5 

6 

7 

34  3t  34  4 4l 

5 

5f 

7 

2 24  34  5 6 

9 

14 

24 

3/9  4/6  6/3  7/-  8/9  I 

0/6  13/3 

15/6 

B2140 


B37: 


5855 

5856 


No.  00  o 1 2 3 4 

Capacity  Ounces.  5 8 10  16  24  40 

Porcelain,  with  cover  and  polished  handle  ...  each  2/-  2/3  2/9  3/3  4/-  4/6 


No.  000 

Capacity.  Ounces.  3 

Porcelain,  with  porcelain  handle  each  rod. 

No.  12456 
Capacity.  Ounces.  1 2 4 6 10 

Diameter.  Inches.  2f  3J  4 4^  5 

Stoneware  each  3d.  5d.  yd.  9d.  iod 

Iron,  enamelled,  deep,  with  handles  and  lips. 


00 

0 

1 

2 

3 

4 

5 

7 

10 

16 

24 

40 

id. 

I/- 

J/3 

1/9 

2/3 

3/3 

8 

9 

12  13 

15 

16 

17 

18 

16  Pts.  1 

2 3 

4 

5 

8 

9 

6 

64 

84  9 

10 

1 of  Ilf 

12 

No.  1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

Capacity. 

Pints.  2 

24 

3 

34 

4 

5 

7 

8 

9 

12 

14 

16 

Diameter. 

Inches.  9 

94 

10 

104 

n4 

12 

13 

*34 

144 

15 

154 

16 

Each  Net 

1/6 

1/8 

2/- 

2/3 

2/9 

3/3 

3/9 

4/3 

5/3 

5/9 

6/6 

7/6 

Supplied  without  handles  at  prices  proportionately  less.  Other  Sizes  to  Order.  ^ 


5165  White  Glass,  with  screw  stopper  and  black  fittings  ...  ...  per  doz. 

5169  Green  ,,  j,  boxwood  cork  ,,  ,,  ...  ...  ,, 

If  supplied  Boxed  with  Bottle  and  Tube  Brushes , extra  per  doz.,  7/3. 

5175  Boat  shape,  old  pattern,  each  in  box  ...  ...  ...  per  doz. 

5177  ,,  ,,  with  screw,  teat  and  tubing,  each  in  box  ...  ...  » 

,,  ,,  and  teat  only  ,,  ,,  ...  ...  >> 

,,  teat  and  valve  ,,  ,,  ...  •••  >> 


3 9 

3 0 

6 6 
5 0 

4 6 
9 6 


5163 
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5935  5936  5939 

Finger. 

5935  Black  rubber,  cut  sheet 

5936  ,,  ,,  seamless 

5938  Flesh  color  rubber  ...  ... 

5939  Thin  ,,  for  Photographic  work,  1 doz.  in  a box 

5941  „ ,,  „ » ”ot  boxed  ... 

Thumb. 

5942  Black  rubber,  cut  sheet 

Finger  or  Thumb. 

5943  Chamois 

5944  Silk,  black 

5945  Jaconette,  yellow,  single  proof 

5946  „ 


5942 

per  doz. 


J 7 <7  i. 

drab  double 


per  box 
per  doz. 

per  doz. 

per  doz. 
) 1 
y y 
yy 


feeding  cups. 


5909 

591 1 

5912 
59*3 
59H 


5911 

Earthenware,  plain  white  (as  Fig.  5913) 
,,  fancy  pattern,  boat  shape 

„ ,,  „ small 

large 


5912 


5913 

per  doz. 


s.  d. 
6 6 
5 6 
5 o 
7 o 


printed  “ Red  Cross  ” and  gilt,  per  doz.,  small,  5/- ; medium,  6/3  ; large,  7/3 


5916 

5916  Glass,  teapot  shape 

5917  Enamelled  steelware  ... 

5918  Earthenware,  plain  white,  two  handles 


5917 


FILTERING  PAPERS- 

5920  Ribbed  Grey 

5932  ,>  1, 

5933  » White 

FINGER  and  THUMB  STALLS. 


5918 

each 


sheets,  24x24  inches 


Inches.  3 4J  6 8 

per  100  4^d.  6d.  8d.  9d. 


9i  11  r3 

V-  1/1  1/5 

per  lb. 
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FLOOR  POLISH. 

"The  WmoI,"  Bee  Brand  Antiseptic.  Superior  to  all  others  for  use  in  Hospitals,  Infirmaries,  Workhouses 
and  Public  Institutions.  It  is  always  ready  for  use,  easy  of  application,  produces  a bright  durable  surface  and  does 
not  stick  or  clog.  ’ s d 


Supplied  in  tins  or  drums  containing  7,  14,  28,  56  or  112  lbs. 

,,  1 lb. 


Packages  charged  extra , and  are  returnable. 
5961  Patent  Polishing  Brush  for  using  with  the  above 


per  lb.  net.  7d. 

8d. 


each 


y > 


5 > 


16  o 


5976 

B1988 

5978 

5979 

5980 

5976 

Glass,  Ribbed 

Ounces. 
Per  doz. 

246 

2/6  3/4  4/3 

8 10 

5/-  5/9 

12 

7/3 

30 

8/3 

M 

M 

CO 

oo 

n 

with  ground 

in  glass  rod 

Diameter.  Inches.  3 
each  1/- 

4 

i/3 

5 

1/6 

5978 

Compo.  ,,  ... 

... 

... 

Ounces.  2 
each  gd. 

3 6 16 

iod.  1/2  1/9 

20 

2/3 

30 

2/9 

5979 

5983 

598i 

Enamelled  Steelware  ... 
Aluminium  (as  Fig.  5979) 
Vulcanite  ... 

... 

Diameter.  Inches, 
per  doz. 
each 

...  ,, 

5/6  7/-  8/6 

1/6  2/2  — 

J/9  2/3 

6 

12/-  j 

3/6 

3/3 

7 

[6/9 

5980 

Tin 

Pints.  \ J 

per  doz.  2/6  3/ 

- 4/3 

5/- 

FUNNELS. 


B2018 


B2018  Glass,  with  handle 


B2016 


5977 

Ounces.  4 8 

...  per  doz.  4/6  7/- 


16  20 

8/6  10/6 


B2016  ,,  ,,  ground  stopper 

5977  ,,  for  rapid  filtration 

— Gutta  Percha,  Cone  or  Cup  shape 


Diameter  Inches.  3!  5 6J 

each  4/-  5/-  5/6 

Diameter.  Inches.  2f  4^  6£  8 

per  doz.  7/-  10/-  14/6  24/-  36/- 

Diameter.  Inches.  3J  5J  7! 

each  2/3  3/6  7/6 


/ 
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gallipots, 

Earthenware 


5991 


5990 

Cup  shape,  nested 

5991 

Upright  shape,  nested... 

Ounces. 

1 

5992 

Cup  shape... 

Per  gross 

6/- 

5993 

Upright  shape 

5 > 

7/- 

GAS  STOVES  and  BUNSEN  BURNERS. 


1 

to  4 oz. 

1 to  6 oz. 

1 

to  8 oz. 

Per 

gross 

7/6 

9/* 

10/6 

! > 

9/- 

10/6 

12/9 

2 

3 

4 

6 

8 

16 

6/9 

9/- 

II/- 

I3/6 

16/- 

22/- 

8/- 

IO/- 

1 1/6 

14/6 

17/6 

25/- 

5985/1 

5985/1  Patent  Radial 
5985/11  Argand  Bunsen 


5985/11 

...  each,  Small,  4/6 ; Large,  6/6 
„ \ inch,  3/-;  finch  3/9 


5985/5 

5985/5  Safety  Bunsen,  with  brass  Stand 
„ /7  „ „ without 

,,  /g  Ordinary  Brass  Tube  Bunsen 
/ 1 3 New  Laboratory  Bunsen 


5985  9 5985/13 

...  each,  3|  inch,  3/6;  6 inch, 
>>  34  >>  1 1 9 * 6 >> 

...  »>  5 >>  2 4 > 7 >> 

each,  without  Rose,  1/9;  complete, 


n 


to  4*  Oj  Cn 
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GON NORHCEA  BAGS. 

6010  India  Rubber,  with  Belt 

6011  ,,  ,,  without  Belt 

6012  Drab  Waterproof,  small 

6013  Check  ,,  large 

6014  White  ,,  lined  check 

6015  ,,  ,,  ,,  oiled  silk 

6017  “TheSanoid,”  Absorbent 

6016  Wood  Wool  ,, 

HONEY  JARS. 


5995  Glass,  round,  with  screw  cap 
5998  ,,  ,,-  tie  over 

6001  Terra  Cotta,  white  lined 


s. 


per  doz.  10/-  and  16 


4/6  and 
per  doz. 


5 

3 

4 

5 


6 

6 

o 

o 

6 


8 o 
1 6 
1.  6 


Size.  J 

1 

2 

per  doz.  1/9 

2/6 

3/- 

„ 1/1 

!/3 

1/9 

>>  2/- 

2/3 

— 

5995 


5998 


INDIA  RUBBER  BANDS. 


10 


XI 


13 


14 

2 


l6 

2i 


18 

3 


No.  9 

Length.  Inches.  1 

6030  Para  Rubber,  for  powders,  one  gro.  in  a box,  per  box  6d.  yd.  8d.  gd.  iod.  nd.  ij- 

Boxes  of  1 oz.  4 oz.  £ lb.  1 lb. 

6032  ,,  ,,  ,,  ,,  in  bulk  ...  ...  per  box  1/2  4/-  7/-  13/6 

Length.  Inches.  2 2\  3 3J 

6033  Para  Rubber,  flat  \ inch  wide,  in  one  gross  boxes  ...  per  box  3/-  4/-  4/9  5/9 

6034  ,,  ,,  ,,  ,,  ,,  ,,  assorted,  4 sizes  ...  per  box  4 o 


5 5 


55 


B1106 


BI107  Earthenware,  with  Strainer 


bi  106 

KNIVES. 


5 J 


Squire’s  pattern 


Inches. 


6055  „ Bone 

6058  ,,  Horn 

6062  ,,  Boxwood 

6061  ,,  Vulcanite 

6059  Pill,  Steel,  rivetted  handles 

6060  Powder  ,,  plated,  bone  handles,  4 inch  blades 

„ >,  ivory  ,,  4 ,, 

LABEL  DAMPERS, 

6070  Brittain’s,  Glass 


55 
55 
55 
5 5 
55 


Pints. 

£ 

1 

2 

• 

. . 

each 

1/6 

2/3 

2/6 

• 

55 

2/3 

2/9 

3 

4 

5 

6 

7 8 

9 

10 

12 

6/- 

6/3 

7/3 

8/6 

11/-  13/- 

16/6 

21/- 

— 

3/3 

— 

4/- 

- 6/- 

— 

8/6 

— 

— 

2/3 

5/- 

5/3 

5/9  6/- 

7/6 

— 

— 

— 

— 

— 

2/6 

— 2/9 

— 

4/- 

5/- 

— 

— 

4/- 

6/- 

- 8/- 

— 

12/-  1 

4/-- 

6/- 

6/3 

7/- 

8/6 

— 13/- 

— 

— 

— 

. • • 

each 

1 

0 

each 


3 3 
2 3 
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6073  Blank  ...  ...  ...  ...  per  1,000  1/4  1/6  1/9  2 


6074  Lithographed,  in  Black,  various  ...  ...  •••  •••  Pel  B000 

6075  Blank,  in  2 sizes  ...  ...  •••  Per  uooo,  No.  5,  2/6,  No.-6  2 c) 


Large, 

8/6 

5/6 


LACTOMETERS. 

6080 

Glass,  with  Paper  Scale  and  lest  Tube 

... 

each 

10 

LEECH  TUBES. 

6083 

Glass,  Bent  or  Straight  ... 

. . . 

per  doz. 

1 0 

For  25 

50 

100 

LEECH  VASES. 

6085 

Shillcock’s 

each  1 6/- 

20/- 

26/- 

LYMPH. 

6097 

Pure  Calf,  in  tubes 

each,  6d. 

per  doz. 

5 6 
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MEASURES,  Glass. 


Conical  or  Cylindrical. 

Figs. 

I OR 

2. 

* m r* 

Capacity 

r.  Ounces. 

4 

1 

24  6 8 

10  16  02  40 

6105 

Best,  verified 

per  doz. 

7/6 

8/- 

9/6  1 1/6  13/6  15/- 

19/-  24/-  29/6  39/6 

6106 

Ordinary  ,, 

• • • 

6/- 

6/6 

7/-  9/-  IO/6  1 1/6 

1 3/6  15/-  17/6  26/- 

6107 

Best,  unverified 

5 ? 

5/6 

6 1- 

7/3  IO/6  12/6  14/- 

16/3  21/-  26/-  36/- 

6108 

Ordinary  ,, 

• • • 

>5 

4/- 

4/6 

5/-  8/-  9/-  10/6 

1 1/6  12/6  14/-  23/- 

Conical  Minims.  Fig.  5. 

Capacity.  Drs.  i 

2 Ozs.  £ 

1 

2 

6113 

Best,  verified 

... 

per  doz.  7/6 

9/-  10/- 

J3/- 

16/- 

61 14 

Ordinary  ,, 

... 

5/6 

7/-  8/6  10/6 

13/6 

6115 

Best,  unverified 

... 

6/- 

7/-  8/- 

11/- 

14/- 

6n6 

Ordinary  ,, 

. . . 

— ,,  4/6 

5/-  6/- 

8/- 

10/- 

Verified. 

Unverified. 

Tube 

Minims. 

Capacity.  Drs. 

1 2 Drs. 

1 

2 

6117 

Best  (Fig.  4) 

. . . 

per  doz. 

8/-  10/- 

6/- 

7/6 

6119 

Ordinary  ,, 

... 

6/6  8/- 

4/6 

5/6 

6121 

Best  (Fig.  3) 

...  ... 

8/-  10/-^ 

6/- 

7/6 

6123 

Ordinary  ,, 

• . . 

...  ... 

6/6  8/- 

4/6 

5/6 

Fig-  5 


Fig  2. 
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MEASURES,  Continued. 


6143  6146  6154 

6143  Enamelled  Steelware,  Government  stamped  ... 
6146  Glass,  engraved,  verified 
6151  ,,  ,,  not  ,, 


6156 

6157 

Pints.  J 

I 

2 

each  1/- 

1/6 

2/- 

» J/4 

1/6 

1/9 

M !/2 

i/4 

1/6 

Medicine  Tumblers.  Glass. 


6154 

6155 

6156 

6157 

6158 

6159 

6160 


Engraved,  graduated  4 table  and  8 teaspoons... 

“ Clear  letter  ” ,,  ,,  ,,  ,, 

Engraved,  with  lip  ,,  ,,  >> 

,,  graduated  tea,  dessert  and  table  ... 

“ Clear  letter  ” ,,  ,,  ,,  >> 

Moulded  ,,  ,,  >,  >> 

,,  with  lip,  graduated  4 table  and  8 teaspoons 


s.  d. 

per  doz.  4 o 
„ 29 

n 4 3 

» 3 6 

„ 26 

,,  12 

„ 23 


6164 

6164  Celluloid, 


6175 

per  doz.  5 6 


6167 


6169 


6174 


transparent,  graduated  4 table  and  8 teaspoons 


Glass,  in  Cases. 

6167  Engraved,  graduated  4 table  and  8 teaspoons,  in  leather  case 

6i7:  “ Clear  letter  ” „ „ „ „ . in  imitation  leather  case 

6169  Engraved,  graduated  tea,  dessert  and  table,  in  leather  case 

6170  ,,  ,,  2 table  and  4 teaspoons  „ » 

6172  „ „ 8 „ and  8 

6174  Tumbler  ,,  4 „ and  8 ,,  ) in  leather  case 

— Tube  Minim  ,,  to  60  drops  ...  j 

6175  Measure  Tube,  minim,  in  leather  case,  1 drachm 

6176  ,,  „ ,,  „ •>  2 >> 


per  doz. 


} 


9 o 

6 o 

7 6 

8 o 

15  o 

16  o 

6 o 

9 o 
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MEASURES,  Continued. 

Wine  Glasses.  Best.  Grdinary 

6180  Graduated  4 table  and  8 teaspoons,  with  lip  ...  per  doz.  8/6  5/- 

6J8i  >>  >>  ,,  without  lip  ,, 

6183  ,,  tea,  dessert  and  table 


6180 


8/6 

8/- 


4/6 

4/- 


6183 


MORTARS  and  PESTLES. 


6212 

6210  Composition 


6210 

No. 

Inches 


10 

12 


12 


6212  Glass 


Bllil  B1112 

00  0123456789 

34  4 4^  54  6 6£  7 8 9 10  II 

( Each  :/3  I/5  1/7  2/-  2/6  3/-  3/6  4/6  5/6  7/-  8/9  10/6  14/6 

Pints,  i i 1 

• ••  •••  ...  ...  each  1/-  1/9  3/- 

Pestles  only , one-third  price  of  Mortars  and  Pestles. 

Composition,  extra  long  wood  handle,  size  41  inch  ...  ...  each 

Pestles  only , 7/J 

B1112  Composition,  extra  long  wood  handle,  single  or  double  end,  each,  small,  4/6,  large,  5/- 

Pestles  only,  1j3  each. 


bi  1 1 1 


o 


Italian  Marble,  with  Pestles 


6214  Cast  Iron,  Bell  shape,  tinned  inside 

6216  Porcelain  Mortars,  without  spouts,  2^  inch  diameter 

MORTAR  SCRAPERS. 

6218  Plorn 

MOULDS. 

6319  Bougie,  plated,  2 \ inch,  for  12 

24 


Inches.  8 19  12  14 

each  1 1/6  14/6  20/-  27  /- 

Diameter.  Inches.  456 
Capacity.  Pints.  £12 
each  ...  1/9  2/6  3/9 

...  per  doz.  3 6 


eadh 


10 


each 


6320  Pessary,  plated,  for  6 ... 

,,  12... 
oval  shape 


5 > 

n 


yy 

yy 


6321  Suppository,  plated,  15  grains 
>>  >>  n 3®  >> 


100 
,,  1 17  6 

Grains.  60  90  120 

each  13/6  15/6  23/- 

2 5/-  31/'  45/- 

for  6,  each,  17/- ; for  12,  each,  33/- 
For  6 12  24 

each  7/-  14/-  22/6 

,,11/3  20/-  32/- 


NIPPLE  SHELLS  AND  SHIELDS. 


6223 


6222 

6222  Shells,  Glass] 

6223  Shields  ,,  with  Black  Teats,  in  box 

6224  ,,  ,,  Tube  and  Fittings 

6225  ,,  India  rubber,  Black 


6224 


6225 

per  doz. 


yy 


yy 

yy 

yy 


2 3 

2 9 

4 6 

3 0 
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nursing  aprons. 

6230/1  Check  Sheeting,  20x30 

„ /2  „ „ 3°x  24 

j?  /8  Black  Paramatta 


PAPER. 

6248  Corrugated,  for  packing,  12  yard  rolls 

6249  Demy  White 

6252  ,,  Blue 

6255  „ „ fast  colour  > ... 

6260  Parchment  Sheets,  20x30  inches... 

6261  Tinfoil 

6262  Tissue 

6263  Waxed 


each 


55 
5 5 


s.  d. 

1 6 

2 

4 


o 

o 


5 5 
55 
5 5 


55 
5 5 
55 


55 
5 5 
55 


PILL  FINISHERS. 

6271  Boxwood,  for  3 to  5 grain  pills 

PILL  MACHINES. 


,,  ranging  from  3/- 

each. 

per  roll 

1 9 

lbs.  to  Rearr 

1.  13  1 5 

17 

per  ream 

4/9  5/3 

6/- 

... 

6/9  8/- 

9/- 

...  >1 

8/6  9/- 

10/- 

per  quire  1/- 

per  ream 

18/- 

„ iod. 

55 

15/- 

5d- 

55 

4/- 

9d- 

55 

12/6 

...  • • • 

each 

8d. 

6270  Mahogany  frames,  with  Roller,  to  cut 
1,  2,  3,  4 or  5 grains. 

For  24  30  36  4S 

Each  20/-  26/-  3 1 /-  41/- 

— With  marble  slab 

Each  24/-  28/6  36/-  45/- 

Reversible,  mahogany  frame,  for 

3°'3  grain  and  24-5  grain  each  35/- 
With  marble  slab  >>  4°/' 


6270 


PILL  SILVERERS. 

6271  Boxwood  ... 

PILL  TILES. 


each 


1 3 


10 


1 1 


12 


6272  Earthenware,  white,  plain 


6273 

READING  GLASSES. 


55 


graduated 


55 


6/9  7/3  8/9  1./6  14/6  >7/6  aa/-  28/6  36/6 


B2343  Celluloid  Frame 


*4 


ANTISEPTIC 


PAPER 

minium  iiiiuiiiiiui 
PURE  V ECET ABLE 


1 ‘'■•llllltllii 
>>>IIIIIXI|;il 


tMiiittftdd,;,,. 




•oatiiinni. 


«TUBERI  OLBUtlY 


SANITARY  PAPER  (Antiseptic). 
In  Cardboard  Cases. 

6367/12  Containing  600  sheets,  9X5I 
» /I3  >,  500 

of  finest  quality  paper 
,,  /14  Containing  500  sheets,  7^x5 
>>  /I5  ,,  250  ,,  6 xq 

In  Rolls,  Perforated. 

MAZELLA.  UNICO.  SANICO. 

Per  doz.  1/10  2/-  2/6 


Prices  NET. 


QUEEN'S. 

3/4 


BRONCO. 

5/3 


6376/1 


6376/ 18 


6376/20 


Beams. 

5 L. 

6 in. 

8 in. 

each 

3/6 

4 1- 

4/6 

^ 5 > 

4/6 

5/- 

6/- 

6376/1  Apothecaries’  Bright  Round  Beam,  brass  pans, 

silk  cords,  in  oak  boxes,  with  weights  complete 
» /7  Do.  Do.  in  mahogany  bo 

With  Glass  Pans , 9d.  each  extra;  8 inch , 1/3  each  extra. 

The  above  are  not  suitable  -for  trade  purposes  under  the  Weights  and  Measures  Act 

,,  /io  Apothecaries’  Oval  Iron  Box-end  Beam,  silk  cords,  Beams.  5 in. 

brass  pans,  in  mahogany  boxes,  with  weights  complete,  each,  12/- 
’>  /J3  Do.  Do.  glass  pans  ,,  12/6 

Nickel-plated,  2/-  each  extra. 

6376/18  Analytical  Scales  for  Laboratory,  mahogany  box,  brass  pillar,  1st  quality 

lever  and  backstring,  brass  weight-scale  and  chains, 
brass  folding  crank,  two  glass  pans,  complete  with 
Apothecaries’  weights  with  brass  oval  box-end  beam  each  27/6 

Nickel-plated,  5j-  extra. 

6376/20  As  above,  with  gun-metal  slide  ...  ...  ,,  35/- 

Nickel -plated,  6/-  extra. 


6 in. 

12/6 

13/- 


8 in. 

IS/" 

16/- 


2nd  quality. 
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SCALES  AND  WEIGHTS,  Continued.  Prices  Net. 


6376/25 


No  need  of  Loose  Weights,  the  weight  being  indicated 
by  Sliding  Poises  on  the  Steelyard  Arm. 


6376/32  ” °W- ' ' 8 l“h 


B3200 


Nickel-plated , 5/-  arfn*.  G/ass  Pans , 1/3  extra 


— cs  asssssajfii-  s;- 

two  glass  pans  ... 


For  Personal 


Weighing  Apparatus,  see  Section  6 


each 


each 


6376/27  6376  30 

376/25  Best  quality  Counter  Machine,  two  round  pans,  To  weigh  e lb,  4 lb,  10  lb, 
in  walnut  box,  with  dial  ...  _ eacn  71 

„ /27  Ditto  ditto,  wrought  iron  box,  with  dial 

vibrating  like  a scale  beam  •••  ” 3 1 x / 

Tte  supplied  to  weigh  up  to  60  lbs.,  aad  fitted  with  Scoop  Pans  to  oidet . 

No  In  glass  case,  7 inch  brass  beam,  with  long  indicator,  to  weigh 
” /3  g from  Xgr-  to  i oz.,  brass  pillars,  ivory  scale,  brass  cranks, 

glass  pans,  with  Apothecaries’  and  gram  weights 

Nir.hd-blated.  51-  extra. 


20  lbs 

50/- 
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SCALES  and  WEIGHTS,  Continued. 

Weights.  Prices  Net.  Exclusive  of  Stamping.  lbs.  i 2 4 

6378  Brass,  flat,  in  sets  down  to  £ oz.  ...  ...  ...  per  set  3/9  6/9  13/- 

Drs.  4 8 Ozs.  1248  lbs.  1 2 

” »»  » •••  •••  •••  each  2d.  2^d.  3d.  5d.  7c!.  1/-  1/9  3/2 

Iron  ,,  in  sets  down  to  ^ oz.  ...  ...  ...  per  set  j/g  2/-  ?/. 

lbs.  J J 1 a 4 

” »»  •••  •••  ...  ...each  3d.  4d.  5d.  7d.  ij- 


# # # m 


6 GRAINS 


AVERY 


5 GRAINS 


2 GRAINSj  [|grain^ 


6378/1 


6378/1  Brass,  4 drachms  to  \ scruple,  stamped 
6378/2  „ 6 grains  to  1 grain 

SCISSORS. 


6378/2 


per  set 


s.  d. 

2 6 

3 o 


6379  Capping,  straight,  fine  steel  5 inch 

6380  „ curved  „ 5 ,, 

6384  Shop,  cork  presser  ,,  71  „ 


each 

) j 


1 

2 
.1 


3 

9 

8 


SCOOPS. 


6387 


B2086 


6393  Horn  * ... 

6389  Earthenware 

6391  Enamelled  cast  iron  ... 

B2086  ,,  steelware  ... 

B2 1 0 ^j-  ^ } 5 j •••  •••  ••• 

6392/1  Aluminium  ...  ...  per  doz. 

»>  / 4 >>  • • • * • • •••  • • • 


B2104 


6392/4 


per  doz.  5 6 


No.  12345 
per  doz.  2/4  2/9  3/3  3/9  4/6 

per  doz.  5 o 
per  doz.  small,  5/- ; large  9 o 
Inches.  6789 


...per  doz.  8/-  9/-  10/- 

...  „ 12/-  16/-  20/- 

No.  1,  6/-;  No.  2,  4/6;  No. 

per  doz. 


1 5/‘ 

24/- 
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SEALING  WAX.  Prices  Net. 


6395/ 1 

> > / 3 
» /5 

» h 

» /9 

/11 

„ /i4 


Bank  of  England,  20  s or  40  s ... 

“ Crown,”  extra  superfine,  20  s or  40  s 
“Castle”  ,,  ,,  ,,  ,, 

“ Dispensing,”  superfine  ,,  ,, 

>?  >>  >> 

,,  for  counter  use,  16  s 

Parcel  ,,  ,,  ,, 


Bottling  Wax  from  2d.  to  6d.  per  lb. 


per  lb. 
>> 

J 5 
99 

99 
? > 


3/6 

2/9 

2/- 

i/3 

1/- 

9d. 

6d. 


SELTZOGENES.  P rices  Net. 


6401 


Nickel-plated  tops,  guaranteed  pure  tin,  best  quality  glass 
and  rubber,  thoroughly  tested,  complete  with  drip  catcher. 

Pints.  35  8 

6401  Wire  covered  screw  pattern  each  8/6  12/-  18/6 

6404  ,,  ,,  patent  lever  lock  ,,  10/6  14/3  21/- 

With  the  latest  and  best  method  of  attachment  of  top  to 
globe,  without  screws  of  any  description,  easily  manipulated  and 
impossible  to  get  out  of  order.  Pints.  3 5 8 

Cane  covered,  extra  ...  each  gd.  1/3  1/6 

The  superiority  of  the  Lever  Lock  over  any  other  Seltzogene  will  be 
evident  ; previously  the  tops  of  all  machines  have  been  fitted  by  means  of 
screws,  which  has  resulted  in  mishap,  by  undue  pressure  or  over  screwing  ; 
the  Lever  Lock  system  does  away  with  all  such  possibilities.  NO  FORCE 
IS  REQUIRED,  the  tap  (which  is  in  one  piece)  is  placed  directly  on  the 
glass,  the  levers  are  adjusted  to  fall  into  place  on  the  cap,  and  are  pressed 
into  position  with  the  greatest  ease.  This  is  all  that  is  required.  The 

action  being  without  FRICTION , no  parts  can  wear  out  or  clog. 

SELTZOGENES  REPAIRED. 


6404 


Seltzogene  Measures. 

6409  Boxwood  ... 

Seltzogene  Spare  Fittings. 

6404A  Long  glass  tubes  with  metal  screws 

6405  Drip  catchers 

6406  Washers  for  taps  or  collars 

6407  Two  funnels  and  plug  for  charging 


Pints.  3 5 8 

per  doz.  6/3  10/6  16/- 

each  yd. 

...  ,,  / d. 

per  doz.  2/6 

per  set  8d. 


6445 

99 


6445 


6453 


Round  on  foot,  white  glass,  with  brass  drop  in  wick  holder 

..  ' earthenware  ,, 

>>  >>  ” ” , 

,,  „ brass  screw  ,, 

>>  »>  ” ” 

Cylindrical  shape,  white  glass,  earthenware  wick  holder  ... 

,,  ,,  brass  drop  in  ,,  ,, 


Ozs. 

2 

4 

each 

i id. 

I/I 

...  ,, 

iod. 

I /- 

...  ,, 

1/1 

1/3 

Ozs.  2 

4 

S 

each  iod. 

1 id. 

I/I 

» !/- 

1/1 

1/3 
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SPIRIT  STOVES. 

6454/1  Small  folding 
,,  / 2 Large  plain 


SPITTING  CUPS  AND  SPITTOONS. 


6459  6461 

6459  Earthenware,  plain  white 

6460  ,,  white  and  gold 

646 1 ,,  plain  white 

6462  ,,  white  and  gold 

>>  ,,  flowered... 

6463/1  Enamelled  steelware,  with  loose  funnel 
BI799  >>  ,,  with  tube  ... 


6463/4  6464/4 

6463/ 2 Enamelled  steelware,  with  extra  large  funnel 
” /4  >>  >>  5 , loose  ,, 

6464/4  Nickel-plated,  spring  cap 

/i  Glass,  blue  (Dr.  Dettweiler’s)  plated  mounts 
>5/5  >>  >>  similar  to  6464/1,  screw  cap  at  each  end 


6464/2  6464/3  B2007 

6464/2  White  glass,  with  detachable  funnel 
,,  /3  Ruby  ,,  vase  shape 

B2007  White  ,,  conical  ,, 

6466  Papier  mache,  with  handle 

„ Aluminium 


Dental. 

6467  Earthenware,  printed,  with  two  handles 


6464/1 

each  1 6 

19 

» 4 9 

„ 3 3 

„ pd. 
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SPONGES.  See  also  Section  4. 


6484  Ear,  with  bone  handle... 

6485  Mouth  ,,  „ >,  — 

6486  Sanitary,  with  bone  handle 
6488  Throat,  plated  wire  ... 


SPOONS,  Medicine. 


6496 

6495  Earthenware,  graduated,  tea, 

6496  >>  ” 


54^8  ,,  with  long  handles  ... 

6499  Horn  ,, 

6500  China 

6501  Bone,  with  long  scoop  for  powders 


per  doz.  3/3  4/3  6 ' 

„ 4/6  6/9  9/ 6 

„ 3/3  4/-  5/- 

per  doz.  2 0 


STIRRING  RODS. 


6512  Glass 
6515  Vulcanite  ... 

STRAINER,  Muslin. 


B2133  Earthenware 


6515 


per  doz.  1 o 

„ 3 3 


B2133  Diameter.  Inches.  4 5 

each  5d.  6d. 


6 7 

8d.  iod. 


SULPHUR  CANDLES  (or  Fumigators). 


With  Improved  Patent  Sponge  Wick,  which 

The  “Spongwick,”  \ lb.  size 

..  55  1 lb*  » . . •" 

cone,  4 in  a box 

These  Candles  constitute  the  most  perfect  system  of 

destroying  ths  Contagion  01 


675 

676 

677 


never 


677 

fails  to  ignite. 

per  doz. 


• • • • • • >> 

per  box 

Disinfecting  the  Atmosphere 
Disease. 


2 

3 


and 


6 

6 

4 


2g6 
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and  OLDBURY. 


SYRINGES,  Ball. 


INGRAM’S  SEAMLESS.  Boxed  complete. 

".Improved.’ 

London 

6565 

No.  1 a,  highly  polished 

each  6/- 

4/3 

6566 

No.  ib,  unpolished 

,,  4/3 

34 

6567 

No.  2,  drab 

» 3/4 

2/6 

)) 

Special,  small,  highly  polished,  bone  pipe, 

complete  in  cardboard  box  each 

2/3 

}) 

» large 

>>  >>  >> 

2/9 

6550  6551 

6550  Infants,  grey  India  rubber,  with  vulcanite  pipe 

6551  Urethral,  red  ,,  ,, 

^553  Ear  and  Ulcer,  red  India  rubber  ... 


6553 


each 


iod. 

xod. 

iod. 


6554 


6556 


3340 


6554  Rectum,  black  India  rubber,  with  bone  pipe  ... 

6555  Urethral 
B386 


,,  reverse  current  pipe 
vulcanite 


6556 


3340  Nasal 
3342 

6557  Ear,  black 


with  bone  pipe  ... 

vulcanite  ,,  ... 

in  one  piece 
with  bent  glass  pipe 


Enema. 


3342 

B386 

Ozs.  1 

2 3 

4 

per  doz.  7/- 

12/-  14/6 

!7/- 

» 10/6 



— 

» 10/- 

15/- 

— 

Ozs. 

i i f 

1 

...  per  doz. 

3/9  5/*  6/6 

7/6 

Diameter.  Inches,  ij  U§  2 

per  doz.  8/3  10/-  1 1/3 

per  doz.  12  o 

• ••  •••  • * 120 
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HIGGINSON’S.  6576  6600 

6576  Disconnecting,  highly  polished, [with  bone  pipe,  in  cedar  box  complete 
6578  ,,  drab  rubber  ,, 

5594  ,,  arabasque  rubber  ,, 


y) 


each 

79 

>5 


S.  d. 

2 9 

2 3 

3 6 


HOLDFAST. 

6600  Seamless,  highly  polished,  with  bone  pipe,  m cardboard  box  complete 


3 6 


6582 


I582 

>583 

>584 

U85 

U94 


Moulded,  highly  polished,  with  bone  pipe,  in  cardboard  box  complete 
b J v ,,  small,  for  children 

Seamless  (C.  G.  & Co.’s  ” Crown  ”)  highly  polished,  with  bone  pipe, 

in  cardboard  box  complete...  ••• 

unpolished 

” arabasque  rubber”(Warne’s  patent)  with  bone  pipe,  in  oval 
clasp  box  complete,  with  or  without  “ pulse  va  ve 
AU  Enenm  Syringes  are  quoted  with  Gum  Elastic  Vagina  Pipe  and  Shield 


each 


B1679 


B1679 

Continuous  or  double  action,  highly  polished,  with  vulcanite 
and  vagina  pipe,  complete  in  cardboard  box 


rectum 


each 


1 10 

1 6 

2 o 

2 o 

3 6 


5 o 
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SYRINGES,  Continued.  Enema. 


B1905 


B1905 

Continuous  flow,  Higginson’s  principle,  highly  polished,  in  cardboard 
box  complete 


each 


s.  d. 

4 3 


B1782 

B1782  The  “Vonda"  Ladies’  Syringe,  complete,  in  highly  polished  box, 

complete  with  fittings  and  directions  for  use  ...  ...  each  1 o o 


SYRINGES,  Glass. 


6625  6626  6629 


6625  Male.  6626,  Female,  plain  cork  ... 

,,  ,,  ,,  ,,  boxwood  top 

6629  Ear,  straight.  6630,  bent,  plain  cork 
,,  ,,  ,,  ivory  or  ebony  top  cork 

6639  Nasal,  plain  cork 
,,  ,,  ,,  ivory  or  ebony  top  cork 

6641  Vance’s  ,,  ,,  ,, 


per  doz.  1/3  1/6  2/-  2/6  3/6  4/3  7/-  10/- 

„ 1/8  2/3  2/6  3/3  4/6  5/-  8/6  12/6 

» — 3/~  — 4/-  — — — — 

,,  — 5/~  — 7/-  — — — — 


— 6/-  7/6  10/-  — — 
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6643  6648 

5643  Vulcanite  and  glass 


6649 


6654  6655 

Capacity.  Dr.  1 
per  doz.  6/6 


5650 

5648 

5649 

5651  Pewter  and  glass 

5653  All  pewter 

5654  Glass,  with  polished  wood  top 

5655  All  vulcanite 

6656  Celluloid,  with  metal  rings 


6656 

2 

8/- 


6651 

Ozs  £ 1 2 

10/6  18/-  28/- 


graduated,  2 dr. 

... 

with  red  India  rubber  nozzle 


s, 

d. 

per  doz. 

12 

0 

IO 

6 

>> 

H 

0 

5 > 

IO 

6 

5 > 

13 

6 

n 

5 

0 

n 

12 

6 

» 1 

1 

0 

SYRINGES,  Continued.  Glycerine. 


Enema.  Fittings  for. 


STRAINER 


6605 

6606 

6607 
6616 
6612 

6613 

6614 

6615 

6616 

6617 

6618 


6605 

Vaive^Strainers 

„ ‘ , . ••• 

Enema  Cupboards,  tin 

Vagina  Pipes,  elastic  gum 

reverse  current 

>>  >>  n 

Rectum  ,,  glass  ...  v* 

„ „ „ (shape  as  bone) 

,,  bone 

„ soft  rubber,  12  inches  long 

,,  »>  > a 4$  a 

Leather  Shields- 


6606 


6607 

per  doz.  2 3 

...  »»  12 

each  net  1 6 

...  per  doz.  2 6 

3 9 

26 

26 
1 6 

...  each  2 3 

1 3 

...  per  doz.  1 o 
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SYRINGES,  Fittings  For,  Continued. 


6621  Basin  Clips 

TAPS 

6666  Champagne,  to  screw  or  plug 
THERMOMETERS.  For  Clinical  Thermometers  see  page  181. 


1 6 


6698 


6692  For  Ward  use,  boxwood  or  blackwood,  8 inch 
6702 


•••  •••  per  doz.  8 6 

j)  ,,  extra  quality,’- 8 inch  . T_  a 

„ “The  Hygienic”..  A'  ...  ...  ^ ” /f® 

,,  enamelled  tube,  8 inch  ...  ...  ..  ” IC.  6 

6695  Bath,  in  japanned  frames  ...  per  doz.,  8 inch,  16 /- ; io  inch'  21/- ; 12  inch  «/- 

” 10  ..  6/-;  12  „ 7/.;  14  „ ’ 8/- 

each  2 6 


6704 

6705 


6698 


1 J 
5 5 
5 ? 


,,  in  wood 


Dr.  Forbes’ 


6709  Sick  Room,  porcelain,  for  hanging 

TWINE. 

6752  Best  Medical,  mixed  colours,  pink  or  white  ... 

6755  Ordinary  „ ,,  „ „ 

6758  Brown  ...  ...  ...  thin,  i /- ; medium,  nd.  ; thick, 

VACCINATION  PADS  AND  SHIELDS. 


per  lb.  2 o 

,,  1 9 

>>  10 


6777 

Pads. 

677°  The  “ Sanoid,”  cotton  wool  and  gauze,  adhesive  tapes  ...  ...  per  doz.  i 4 

6778  >>  >>  woodwool  ,,  ,,  ...  ...  ,,  1 4 

6771  ,,  L.G.B.,  oval,  antiseptic,  with  tapes  ...  ...  ...  ,,  1 4 

SHIELDS.  ^ retail,  each  3d.  6d.  1/-  16 

6773  Cowan’s  ...  ...  ...  ...  per  doz.  2/3  3/9  7/-  10  6 

6777  Cuxson’s  Antiseptic  ...  ...  per  doz.,  Infants’,  2/-;  Children’s,  3/-;  Adults,  6 9 
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WADDING. 


6788 

White,  in 

sheets 

6789 

99 

,,  super. 

6790 

Grey 

,, 

6791 

99 

,,  super. 

6792 

99 

,,  of  12  yards  each... 

per  doz. 

99 
9 9 
99 

„ 1 


s d. 

2 4 

2 6 

1 3 

1 5 

o o 


WATER  BOTTLES  AND  FOOT  WARMERS. 


6810 

Drab  Rubber. 


6838  Plush  covers  ,, 


6812 

6814 

8x6 

10  x 6 

10  x 8 

12  x 6 

12X8 

12  X 10 

14x8  14x10 

14  x 12 

16  X 10 

3/3 

3/8 

4/- 

3/9 

4/2 

5/- 

5/-  5/6 

6/6 

6/6 

iod. 

iod. 

1 id. 

1 id. 

1 id. 

1/2 

1/2  1/4 

i/4 

1/8 

6820 


16  x 12 

7/- 
2 1' 


6821 


6818  Corrugated  copper,  “ The  Pasteur 

6819  Tin  »>  >>  ••• 

6820  Block  tin,  extra  strong,  10x5  iucli 

6821  Tin,  oval  ... 


6822  Stoneware... 

6828  ,,  flat  shape  ... 


Pints.  2346 
each  1/8  2/-  2/3  2/6  3/3 

each  small,  3/3  ; large,  3/9 


3°2 


♦ 


Section  6. 

HOSPITAL  FURNITURE, 
UTENSILS,  &c. 


OPERATION  TABLES. 


B3073 


B3076 


63073  Operation  Table,  white  enamelled  iron  frame,  i inch  plate  glass  top, 

size  72x22  inches,  fitted  with  rubber  castors  ...  •••  £'2° 

B3076  Portable  Operating  Table,  white  enamelled  iron.  It  can  be  adapted 
to  the  horizontal,  Lithotomy,  or  Trendelenburg  position,  fitted 
with  rubber  castors.  This  Table  folds  into  a space  of  40  x 24  x 9 
inches,  complete  with  lithotomy  stirrups  ...  •••  £& 
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OPERATION  TABLES,  Continued. 


The  main  advantage  of  this  Table  is  the  ease  with  which  the  patient  can  be  placed  fron 
the  horizontal  to  any  required  position,  by  means  of  ratchet  and  cog  whee  the 

easily  manipulated  by  the  operator  or  nurse.  The  top  converges  concavely to > 
centre  in  which  there  is  a slit,  with  the  drain  gutter  underneath,  which  is  useful  in  a } 
position  The  head  piece  permits  the  head  to  rest  at  any  desired  angle. 


Position. 


'oo6  and  ioo6a  General  Operation  Table,  white  enamelled  iron,  plate 
' 3 glass  top,  with  polished  edges,  adjustable  su  e table,  glass  top, 

fitted  with  rubber  . castors,  fittings  nickel-plated.  A veiy 
superior  Table  ... 


£*7 


10  o 
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OPERATION  TABLES,  Continued. 


B3°°3  Operation  Table,  74  x 22  inches,  white  enamelled  iron,  thick  plate  Hass 

I A A fin  Tv  l-v  ^ _ _ _ i 


top,  rubber  castors 


each  ^18  o 


B3°93  Operation  Table,  with  three-part  metal  top,  white  enamelled  iron. 

Size  72  X22.  in.  Fitted  with  ball  bearing  castors.  ...  each  ^8  10 


B3CD71  Operation^  I able,  .suitable  for  Unions  and  Cottage  Hospitals,  made  of 
hard  wood,  natural  finish,  with  hinged  extension  pieces,  making 
Table  6 feet  long,  with  sliding  examining  stirrups  and  side  table, 
fitted  with  rubber  castors  ...  ...  ...  ...  each  £3  7 
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OPERATION  TABLES,  Continued. 


B3057  Closed 

Portable  Gynaecological  Operating  Table,  facilitating  the  employment 
0f  the  Trendelenburg  position,  width  20  inches,  length  when 
extended  6 feet  6 inches,  made  of  iron,  enamelled  white 


o 


B3°45  P°st  Mortem  Table,  white 
enamelled  iron,  height  from  head  to  floor, 
32  inches,  from  foot  28  inches.  Fitted 
with  rubber  castors  ...  £5  10  0 

B3045  With  drain  pipe  extra  5- 


B3004  Dressing  Table,  white  enamelled 
iron,  size  5 ft.  x 2 ft. 

£\  !5  0 

If  fitted  with  rubber  castors. 

Extra  £1  o o 


B3010 


133010  Post  Mm  tern  table,  with 
revolving  slate  top,  38 « 78  inches, 
with  raised  edges  and  grooves.  Drain- 
age is  carried  oil  through  the  centie 
pipe  direct  to  sewer-connections.  It 
is  mounted  on  a strong  white  enamel- 
led iron  base  •••  5 0 


3°6 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


DRESSING  TABLES  and  STANDS. 


B3009 


99 

B3OOO 


>5 


YV  ard  Carriage  or  Dressing  Stand,  on  heavy  rubber  castors,  white 
enamelled  iron  throughout,  size  30X20x36  inches  high 

ditto  with  plate  glass  top 

Dressing  Stand,  white  enamelled  iron,  four  glass  shelves,  f inch  thick, 


height  60  inches,  width  48  inches 
ditto  ditto 


with  white  enamelled  shelves 


£ s-  d. 

each  700 

» 7 10  o 


11  00 

9 10  o 


B3008  Dressing  Stand  and  Glass  Case  combined,  white  enamelled,  plate 
glass  top  and  shelves,  glass  case  in  centre,  with  dust  proof  sliding 
covers,  fitted  with  rubber  castors,  height  40  in  width  48  in.  ...  each  29  o o 

B3°°7  Instrument  Table,  white  enamelled,  with  plate  glass  top,  size 

25x18  inches  ...  ...  ,,  300 

B1708  Instrument  Table,  white  enamelled,  with  drawer  and  shelves,  14x16, 

glass  plate  on  top  ...  ...  ,,  200 
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dressing  TABLES,  STOOLS,  &.c. 


B3001 


Taken  Apart. 


B3001  Wall  Table,  20X16  inches,  iron  frame,  glass  top,  rubber  feet 

ditto  ditto  ,,  white  enamelled  top  ... 

B3I35  Portable  Table,  plated,  with  three  glass  shelves,  top  plate,  26^x21 
inches,  and  two  lower  plates  19x12  inches,  fitted  with  rubber 

castors 


each  2 10 

„ 25 


» 4 


d. 

o 

o 


o 


B3047 


B3169 


B3047  Chair,  white  enamelled  iron  throughout 

B3169  Stool  „ ..  with  adjusting  screw 

B3002  Footstool  ,,  >» 


B3002 

each 

1 

0 

0 

)) 

1 

8 

6 

n 

1 

10 

0 

2214 


B3°34  Excelsior  Bed  Table,  36x18  inch.  Can  be  used  as  a screen,  writing 
table,  music  stand,  or  sewing  table.  Adjustable  to  any  height 

or  position  ...  ...  ...  each  1 15  o 

2214  Nurses  Candle  Lamp,  with  candle  adjuster  and  reflector,  ball  socket 

movement  ...  ...  ...  ...  ...  ,,  30 


3°S CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


BED  TABLES  and  READING  LAMPS. 


B2934 

B2934  Bed  Table,  adjustable,  tops  of  oak,  brackets  of  cast  iron,  steel  arm, 
enamelled  and  decorated.  (A)  shows  the  Table  in  use  at  side  of 
bed.  (B)  shows  the  table  fully  extended  across  the  bed.  Con- 
venient either  for  meals,  reading  or  writing 

” Ditto,  ditto  with  brass  reading  frame 
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nstrument  CABINETS  and  lockers. 


3°9 


B3226  1 O Q 

B3226  Small  Instrument  Cabinet,  with  two  shelves,  ibx  15  x » 

24 x 18 x II  ••• 

’’three  24x18x11 

b,oo6  Instrument  Cabinet,  white  enamelled  iron  highly  finished  bevelled 
plate  glass  sides,  back,  top,  and  two  dust,  proof  doois,  six  p 
glass  shelves,  height  60  inches,  width  30  inches,  depth  16  inches 


5 1 


33  0 0 


I ’>3171 


113178 


B3 

B3 


U1 


B3 


Instrument  Table,  white  enamelled  iron,  plate : glass  top  anJJ’°* 
underneath,  fitted  with  rubber  castors,  size  c 4 5< 

, 78  Instrument  and  Dressing  Cabinet  white  enamelled  iron  glass  top 
23x19  inches,  consisting  of  plated  cabinet,  20x16  . Kla 

sides,  back  and  doors,  with  lock  and  key  and  rubbei  cast . . ... 

257  Ward  Locker,  polished  wood,  marble  top  1 7 x 1 3 inches,  and  towel  1 ail 

at  back,  height  30  inches  ... 


7100 

200 


3io 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


DRESSING  and  STORE  BOXES. 


B2455 


B3253 


±32455 

Bandage  or  Dressing  Box,  japanned  white  inside,  black  outside. 

With  partitioned  tray,  15  * 9 x 10  inch,  each,  16/-  18x11x12  inch 

Without  ,,  „ 15x9x10  ,,  ,,  10/6  18x11x12  ,, 

With  partitioned  tray  and  fall-down  front  15x9  x 10  inch 
n >>  >>  ,,  i8x  n x 12  inch 

Enamelled  iron,  round,  withjid  6x8  inch,  each,  4/6  ; 8x12  inch 

Other  sizes  made  to  order.  Lettered  outside  at  2/-  each  extra. 


I s.  d. 

each  126 

„ 15  o 

,,  140 

,,  I 10  o 
» 6 6 


IMPROVED  DRESSING  CASE, 
for  carrying  assortment  of 
Instruments,  Dressings,  &c. 


Closed. 


B3060  Open. 

B3066  Size  of  closed  case  : 1 if x 5^  inch,  8^  inch  deep  ...  ...  each  176 


The  illustrations  represent  a most  useful  and  compact  form  of  Dressing  Case,  specially  adapted  for  the  use  of 
General  Practitioners,  as  it  allows  of  an  assortment  of  prepared  Dressings  and  Instruments  being  carried  to  the  houses 
of  patients  in  a thoroughly  aseptic  condition  ; and  in  this  respect  alone  is  far  preferable  to  the  ordinary  leather  bag. 

The  Case  opens  out  in  three  tiers,  so  as  to  allow  ready  access  to  all  contents,  while  an  additional  fastening 
provided  at  the  back  of  Case  allows  of  the  upper  part  only  being  opened  when  the  contents  of  the  lower  trays  are  not 
required. 

Super.  Brown  Waterproof  Canvas  Cover  with  leather  straps  for  above  each  6 o 
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4122  “ Lawson  Tait’s,”  with  Hospital  spring,  6 feet  6 inches  long. 

Width.  2 ft.  6 in. 

Ordinary  ...  ...  each  35/- 


3 ft. 
37 16 


3 ft.  6 in 

45/- 


Extra  strong,  3/6  each  extra. 

B2073  “ Adjustable.”  The  upper  part  can  be  easily  raised  or  lowered  without 

disturbing  patient,  by  turning  handle  at  foot 


£ s-  d- 

each  500 


B2142  Portable,  folding  head  and  legs,  fitted  with  spring  and  diamond  mesh 
6 ft. x 2 ft.  6 in....  •••  •••  •"  . . 

Estimates  for  Mattresses  and  Bedding  upon  application. 


each 


3 0 


STRETCHERS. 


4548/1  With  feet,  folding  handles  and  adjustable  head  rest 
4548/2  Guy’s  pattern,  wood  poles  and  plain  canvas... 

metal,  nickelled  ,, 


CUX5CN  & 

4548/2 


CO 
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CUXSON,  GERHARD  & CO.,  BIRMINGHAM 


and  OLDBURY. 


STRETCHERS,  Continued 


4548/3.  Method  of  Closing. 


4548/3  Polished  wood  ftarne,  canvas  Ded,  galvanized  iron  legs,  with  hard- 
wood toilets,  complete  with  shoulder  straps,  folds  automatically 
into  small  compass,  size  8 ft.  x 1 ft.  i0i  in. 


each 


£ 

2 


B3029 

B3°29  Hospital  Stretcher,  frame  and  under  carriage  of  iron  and  steel,  wheels 
26  and  12  inch,  steering  swivels,  wired  on  rubber  tyres,  detach- 
able frame,  made  of  wood  with  steel  laths,  length,  5 ft.  10  in., 

width,  21  in.  ...  ...  ...  ...  ...  each  g 

Horse  Hair  Mattress  for  above  ...  o 

Top  of  frame  is  30  inches  from  the  ground,  all  steel  and  iron  white  enamelled,  and  the 
wood  frame  polished  self  colour. 
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3X3 


HOSPITAL  screens. 


B2513 


b^245  Hospital  Screen,  three-fold,  white  enamelled  iron,  height  5 ft.  6 in.,  £ s-  d. 

length  8 ft.  ...  ...  ...  ...  each  3 5 9 

Canvas  Cover  for  above,  with  eyelets  and  cords  ...  •••  >>  1 7 6 

B2SI3  Bamboo  frame,  metal  jointed,  60 x 22  inch  ...  ..  >>  100 

,,  66x22  inch  ...  ...  •••  5>  1 5 0 


B325S  Invalid  Cane  Carrying 
Chair,  with  sliding  back  handle, 
extra  strong  ...  each  £\  76 

,,  ditto,  with  fixed 

back  handle,  each  £1  5 o 

Bent  wood  Carrying 
Chair,  cane  seat  and  back,  light 
and  strong,  to  fold  up  into  a very 
small  compass...  each  £2  5 o 


3^246  Three-fold  Hospital  Screen,  5 ft. 
long,  heavy  feet,  mounted  on  rubber  wheels, 
with  folding  arms;  5 ft.  long,  each  £ 35  ° 

Canvas  Cover  for  above  ...  extra  £1  50 


INVALID  CARRYING  CHAIR. 


B3258 
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CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY 


INVALID  CARRIAGE  and  CHAIRS. 


B3030 

B3°3°  Invalid  Carriage, 'wicker,  spinal,  complete  with  “ C ’ springs,  wheels 
25  inch,  and  20  x -finch,  with  full  length  cushion. 


Each 


Length. 


4 ft. 

85/- 


4 ft  6 in. 

92/6 


5 h-  6 in.  6 ft. 

loo/-  115/- 


With  Upholstered  Sides  andpBach,  20  per  cent,  extra. 


B3032  £ s.  d. 

B3032  Chair,  oak,  self-propelling,  perforated  wood  seat,  sliding  footboard, 

wheels  rubber  tyred  ...  ...  ...  ...  each  476 
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INVALID  CHAIRS,  Continued. 


B3031 

B3031  Chair,  walnut,  self-propelling,  cane  back  and  seat,  well  made,  loose 
cushion,  sliding  footboard,  rubber  tyred  wheels  ... 


/ 


each  7 


WEIGHING  APPARATUS  (for  Infants’). 


B3156 


b3i56  Spring  Balance,  for 
weighing  infants,  to  weigh  25 
lbs.  by  1 oz.,  7!  in. enamelled 
dial,  with  wicker  scale,  24x12 
x 3 in.  deep  •••  each  1 

B3156  To  weigh  28  lbs.  by 
2 oz.,  in.  enamelled  dial, 
wicker  scale,  21  in.  x 14  in.  x 3 in. 


deep 


...  each  1 


s.  d. 
o o 


10  o 
5 o 


3 !6 


CUXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


WEIGHING  AND  MEASURING  APPARATUS. 


B3140  B3139 

B3I4°  Portable  Measuring  Standard,  polished  lancewood,  with  mahogany 
supports,  well  finished,  can  be  fixed  to  door  or  wall 
B3 1 39  l'ersonal  weighing  machine,  with  stained  wood  stand  and  height 
measuring  standard,  weighs  up  to  24  stone,  with  platform 
I0iy  I3i ! standard  measures  up  to  6 feet  6 inches,  complete  ... 
Weighing  Machine 

Stained  W ood  Stand  ...  ...  ... 

Height  Measuring  Standard 


£ *. 
each  10 


16 

I3 


d. 

6 


o 

o 

6 

o 


LITHOTOMY  CRUTCHES. 


B3243  Clover’s  Improved  Lithotomy  Crutch 
B3242  Gynaecological  Leg  Straps 


...  each  180 

...  per  set  6 o 
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B3012 


B3011 


B3012  Irrigator  Stand,  white  enamelled  iron,  adjustable,  with  two  gallon  jar 

and  tubing 

B3011  ,,  Vessel,  Cripp’s,  two  gallons  ...  — 

Jf  ,,  with  stand  complete... 

B3177  Stand,  white* enamelled  iron,  adjustable,  for  trays,  iS:c.  ... 


B3177 

each 

} J 
)) 

>» 


SHELF  BRACKETS. 


B3H5 

B3172 


B3175  B3172 

Shelf  Bracket,  white  enamelled  iron,  with  two  shelves,  30X10  inches 
ditto  ditto  with  three  ,,  40x10  ,, 

Can  be  supplied  with  Glass  Shelves  at  proportionately  higher  prices. 


each 


IRRIGATORS  and  STANDS. 


3i8 


CIJXSON,  GERRARD  & CO.,  BIRMINGHAM  and  OLDBURY. 


SOLUTION  BOTTLES  and  STANDS. 


B3044 


B3046 


l i-  d. 


best  glass,  swinging  basket,  lined  rubber 

...  • • • 

each 

5 

0 

0 

11 

11 

11 

11 

11 

with  three  bottles  ... 

1 1 

6 

0 

0 

B3046 

11 

11 

11 

1 1 

,,  four  ,,  ... 

11 

7 

10 

0 

11 

11 

11 

11 

1 1 

,,  six  ,,  ... 

11 

1 1 

10 

0 

11 

11 

11 

1 1 

11 

,,  eight  ,,  ... 

11 

15 

10 

0 

SOLUTION  JARS. 

Glass. 


B1773 


BI773  Bottle  shape,  ground  stopper,  with  stopcock  ... 
,,  Bottle  only,  no  outlet ... 


B2489  B3190 

Sizes,  galls,  2 3 

each  14/6  16/-  24/- 

8/6  10/-  121- 

Sizes.  galls.  2 3 

B2026  Barrel  shape,  with  tube  and  India  rubber  bung  ...  ...  each  20/6  24/- 

B2489  Upright  shape  ,,  ,,  ,,  ...  ...  ,,  16/6  23/- 

B3190  Wide  mouth  ,,  ,,  ,,  loose  cover,  i£  galls.  ,,  13  6 

4665  Stone  Jar,  with  cover  and  metal  tap,  4 galls ...  ...  >> 


10  6 
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SPECIMEN  JARS,  Glass. 
For  Hospital  Museum. 


B2008 


B2030 


B2008  Without  stopper 


B1978  B2031 

Size  Inches.  6x2  6x3  6x4  7x3 

Each  gd.  1/2  1/6  1/4 

Size.  Inches.  10  x 8J  nfxio 
B2030  With  foot,  large  ground  flange,  and  cover  with  knob,  ea.^  1 H/6 

B1978  Drop  over  cover,  with  knob  ...  size"- Inche5.  ^ 

B2031  „ „ for  test  tubes  ...  _ •••  each  1I' 

B2001  With  shoulder  drop  over  cover,  7^x5!  mch.  T , 

Size.  Inches.  4x4 

,,  cut  knob  ...  each  3/6 

>>  ” ” 

Other  sizes  to  order. 


n 


For  other  Glass  Boxes  see  page  239,  Section  4. 


B1986 

B1991 

B2013 

B2024 


B1986 


B2013 


Various  shapes,  ground  in  stopper 
Size.  Inches.  Height.  3 5 

Depth.  2 2 


B1991 

6 
3 


10 


4 

4 


B2024 

6 8 8 10 

4 4f  5M 


Each.'  1/-  i/3  1/3  1/8  2/3  3/6  2/6  3/3  4/3  5°  6/- 


I7i 

8 

17/6 


SUNDRY  GLASSWARE. 


B2003  B3155 

B2004  Urine  Jar,  conical,  handle  and  spout,  ea.  13 
B2003  Bench  for  Instruments  ....  — ” 

B1979  BsTa9p  Box,  with  two  holes  for  hanging,  each,  3/- ; with  perforated  tray 
B3I55  Iodoform  Rubber 


B2004  . . d. 

each  6 o 

>1  3 3 
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WASHSTANDS  and  SANITARY  RECEPTACLES. 


B3237 


B3236  White,  enamelled  iron,  with  basin,  soap  dish,  and  ewer  ... 


£ s 
each  8 


B3237  >>  >>  >>  ,,  ,,  larger  size  ... 

B324  I-  >>  >>  Two  bowls,  9 and  7 inches  diameter,  tray  1 2 x 10  inch, 

and  vaseline  jar 

— Ditto  ditto  one  bowl  and  tray  only  ... 


1 17 
1 4 


I 


z:  ’S'ZT.'ZZ'B ■■  ''■'""iwmiimii** 

B3227  B3170  B3033 

B3227  Washstaiid,  white  enamelled  iron,  three  bowls,  10  inches  diameter, 
•and  soap  box,  on  rubber  castors 
B3170  Sanitary  Receptacle  (for  linen),  white  enamelled  iron 
b3°33  „ „ „ on  carriage, 

with  rubber  tyred  wheels 


7 10 
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COMMODES,  CHAMBERS,  &c. 


4165 


Commodes. 

4162  Enamelled  white,  aseptic 

^63  ,,  ,,  with  arm  and  back  rest  ...  . •••  ••• 

4164  Cabinet,  double  lid,  polished,  ash  or  walnut,  with  aseptic  enamelled  pan 
^ ^ Sizes.  Inches.  5^ 

B2080  Commode  Pan,  enamelled  white  ...  •••  •••  each  gd. 

Sizes. 

B2109  Chamber,  enamelled,  with  handle 


£ s.  d 
each  1 15  0 

„ 200 

„ 1 14  c 

7 n I2 

1/-  2/9  3/6  4/3 

Inches.  789 
each  1/2  1/4  1/ 


B2087  Lids  for  the  above,  enamelled 

tinned 


>>  >> 


>> 


B2087 


CHAMBER  PAILS.  All  White  Enamelled. 


,,  cane  handle,  loose  cover 


17 

yy 


yy 

yy 


...  each  1/2  to  1/6 
„ iod.  to  1/- 


B3248 

each 


Sizes.  Inches.  8 io$ 

each  7/*  8/-  gj 

each 


4J70 

B3248 


with  cover 

water  joint  lid,  3 gallons 


• • • 
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HOSPITAL  UTENSILS,  Enamelled  Iron. 


B2iio  Tray,  oblong,  all  white 

B3212  Dressing  or  Wound  Pan,  i^b'x  9 x 3 inches 


Sizes.  Inches.  12  16  18  24 

each  1/3  2/-  2/6  6/- 

each  4 3 


B3211  B3231 


B3211  Measure,  graduated  ounces 
B3231  Milk  Bowl,  all  white,  with  lip 
B3240  Dinner  Plate 


B3240 


Pints.  J 1 

2 

4 

each  1/6  2/- 

2/9 

3/6 

Pints.  2 

3 

4 

each  1/6 

2/- 

2/6 

Sizes.  Inches.  8 

IOI 

per  doz.  4/6 

5/9 

7/- 

B2082 


B2082  Bath,  seamless,  white  ... 

B2094  >>  Foot  ,,  each,  14 


B2089 


B2089  Lotion  Bowl,  deep,  all  white 


B2024 


20  inch,  each  12/- ; 24  inch  each  16  6 


B2092 


Sizes.  Inches.  8 10  12  14  Ib  20 

each  7d.  8d.  iod.  1/2  1/10  3/6 

Size  inches  5$  6J  7 8 10  12 

each  5d.  6-Jd.  7^*  9^*  */6  2'" 


B2092 


HOSPITAL  UTENSILS. 
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HOSPITAL  UTENSILS.  Enamelled  Iron,  Continued. 


B2111  Bucket,  bail  handle 

B2081  ,,  ,,  with  foot 


B2I02  Hot  Water  Can,  with  hinged  lid 


B3250  Toilet  Pail  for  washstand 

B3252  ,,  Jug 

B3255  >>  Brush  Holder  ... 


B3254  Box>  graduated 


( 

L 

~ — — r 

P-2084 

B2103  Soap  Dish  and  Drainer 
B2084  „ „ oblong 


B2102 


Sizes.  Inches. 

M 

O 

11 

12 

each 

3/3 

4/- 

4/6 

• J ? 

3/6 

4/3 

4/9 

Sizes.  Pints.  6 

8 

12 

16 

each  4/6 

5/3 

6/6 

8/- 

B3255 


B3254 

each 


4 < 

4 ( 
2 < 


I2< 


Size.  Ounces.  40  So 

each  2/-  23  21 


B2107 


Sizes.  Inches.  4^x3$  5 x 4 6?  > 


B2085  ,,  >>  » t0  hanS 

B2107  Candlestick,  with  china  socket  and  handle 

B2108  ,,  enamelled  iron  ... 


each  7d.  gd.  i, 


each 


»> 


1 

9' 
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HOSPITAL  UTENSILS,  Enamelled  Iron,  Continued 


B3241  B3247  B3239 


B324I 

Saucepan,  deep,  with  Lp,  blue  and  white 

Sizes. 

Inches. 

each 

Pints. 

4§ 

?d. 

2 

5i 

gd. 

3 

I/" 

4 

7 

J/3 

5 

B3247 

Milk  Saucepan,  brown  outside,  white  inside  ... 

Pints. 

each 

2 

3/- 

3 

3/9 

4 

4/9 

6 

6/6 

8 

B3239 

Kettle,  brown  outside,  white  inside 

each 

1/6 

1/10 

2/1 

2/6 

4/6 

B3228 


B3232 


Pints 


Pints. 

2 

3 

4 

each 

2/- 

2/3 

2/6 

> 5 

2/9 

3/3 

4/- 

n 

2/6 

2/9 

3/6 

3/3 

3/9 

4/3 

No 

. I 

2 

3 

doz. 

7/6 

9/6 

1 1/6 

>•  i 

1 

2 

5d- 

6d. 

8d. 

9d. 

B3233 

Pints,  2 3 4 

each  1/3  i/6  2/-  2/6 

Pints.  3 4^8 

each  2/6  2/9  3/3  3/9 

Pints.  3^  5^ 

each  2/-  2/3  2/9 


B3238 

B3238  Jug,  tubular  handle,  all  white 
B323°  >>  Parisian  shape  ,, 

B3233  Ewer,  seamless  ,, 


B3234  B3229 

B3234  Teapot,  brown  and  white 

,,  ,,  decorated  gold  and  colours 

B3229  ,,  brown  and  white 

,,  ,,  decorated  gold  and  colours 

B3228  Cups  and  Saucers,  all  white 

B3232  Mug,  all  white 


ADDENDA. 


32 


burettes. 


f'^0  crt+jn  ®ij.M^ra!2£!fittfc22l'l3S  aRJSU 

H ° "'  I I I 1 |TT  II 1 I I .1 1 ! ! I,  I:  1 ! . I I itl  i I.  t._  I 


B1853 

i/ioth  Divisions,  io  20  25  50  75 

B1853  With  glass  stopcock  ...  ...  ...each  2/8  3/2  3/3  4/3  5 9 

,,  India  rubber  tube  and  pinchcock  ...  ,,  1/6  1/8  1/10  3 3 4 - 


100  c.c. 
6/9 

5/3 


B2363 

B2363  With  two  cauters,  pocket  form,  complete 


£ * 

each  3 5 


CENTRIFUGAL  MACHINE. 

* 

B3026  For  examination  of  blood,  urine, 
milk,  &c.,  with  spiral 
spindle  transposition  and 
two  glass  test  tubes  ...  each  1 17  6 

Ditto  ditto,  four  glass  test 

tubes  ...  ...  >,  250 

The  above  gives  a revolution  of  2 to  3,000  per  minute. 


B3026 
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COTTON  HOLDER. 

CWOQf= 


=^35880 


B2395  Corkscrew  pattern,  nickel-plated  ... 

CUSHION,  AIR. 

Sizes.  Inches.  12  14  16  18  20 

b983  Square,  drab  India  rubber,  each  5/6  7/9  10/-  12/-  14/6 

>>  n red  ,,  ,,  ,.  6/9  9/-  Il/6  14/-  17/6 


CRUTCHES. 


B3218 

B3218  French  pattern,  maple 

Well  made  of  carefully  selected  wood , warranted  reliable 

DILATORS,  Hydrostatic.  .. 


each 


B1240 

B1240  Lawson  Tait’s,  set  of  3,  with  band  complete  ... 

B1457  Barnes’  Bag,  black  India  rubber,  with  stopcock,  3 sizes 


B1457 


per  set 
each 


s.  d. 

3 3 


per  pair  6 6 


6 o 
1 6 


B2098  Hand  Bowl,  wood  handle 
B3251  Evaporating  Bowl,  with  handles  ... 
„ „ ,,  without  „ 


10 


B3249 

Sizes.  Inches.  8 9 

each  1/3  1/6  2/- 

Sizes.  Inches.  46  8 10  12 

...  each  1 /-  1/6  2/3  4/-  5/- 

Sizes.  Inches.  4!  6§  7&  9& 

each  iod.  1/1  1/8  2/6 

Sizes.  Inches.  4 5 6 7 ® 

...  each  1/3  1/8  2/-  2/6  3/- 


B3249 


with  handle 
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ELECTRICAL  APPARATUS.  Prices  Net. 


B3158 

B3164 

1092 

1093 

B3161 


B3163 


B3158 


B3164 


DOWO  • — , 1 . 

Dental  Lamp,  finely  polished  wood  case,  No.  1,  3-j  volt  ... 

,,  No.  2,  5^  volt  ... 

Laryngeal  Lamp,  with  head  band,  adjustable  by  means  of  ball  socket 
joint  at  base  of  reflector.  The  Lamp  packs  away  m sma 
pouch  attached  to  battery  case,  both  in  solid  leather,  metal 
parts  nickel-plated,  No.  1,  3^- volt,  ^2  2,  No.  2,577  \o 

Laryngeal  Lamp,  with  reflector,  in  polished  walnut  case  ••• 

with  nickel-plated  head  band,  adjustable  y a 
socket  movement,  with  two  lamps  (one  with  tongue  depressor), 
and  reflector,  complete  in  walnut  polished  case  ...  ••• 

Reading  Lamp,  nickel-plated  fittings,  on  polished  wood  box,  52 


B3161 

each 


B3166 


B3162 


B3162  Nurses’  Lamp,  nickel-plated,  3$  volt 

B3163  Electric  Gas  Lighter  ...  •••  •••  . . . 

B3166  Electric  Search  Light,  specially  made  for  examining  interiors  where 

an  ordinary  lamp  will  not  penetrate,  5^  v°lt 


A Portable  Electric 
N>il,  of  simple  construc- 
ion,  that  can  be  used  by 
iny  one. 


A Massage  Rolle 
accompanies  each  Coi' 
which  screws  into  end  t 
sheath,  and  can  be  applie 
to  any  part  of  the  body. 


1087 


1087 

The  Ever  Ready  Medical  Coil,  8£*if  inch,  nickel-plated 

Re-fills  ...  •••  •••  •••, 

Pamphlet  describing  above  and  its  uses  on  application. 


each  15 
„ 9 
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FORMALIN  LAMPS  and  SPRAYS.  Prices  Net. 


B3223 

B3223  Alformant,  B 
B3224  „ A 


B322i 


B3225 

each 


Prices  include  50  Formalin  Tablets. 

R3225  Sprayer  No.  1,  single  nozzle,  nickel-plated,  height  15  inches,  capacity 

about  1 quart 

>>  ,,  No.  2,  treble  nozzle 

' //  t t « ... 


I s.  d. 
10  6 

10  o 


5 5 
5 5 


5 

7 


o 

6 


B3222  Half  Size, 


B3222  Formalin  Atomizer, 

nickel-plated  ...  each  4 6 

For  sterilizing  the  air  of  dwelling  and  sick 
room  by  spraying  with  Formalin  Solution. 

Descriptive  Pamphlet  and  Directions  for  Use  can 
be  had  on  application. 

Formalin  Tablets  and  Solutions. 

Schering’s  Pure  Formalin,  40  %. 

Bottles.  4 oz.  8 oz.  16  oz. 

Each  ...  ...  1/-  1/3  2/- 

Schering’s  Formalin  Tablets,  box  of  20,  each  iod. 

„ „ ,,  tins  of  50  „ 1/6 

,,  ,>  >)  >>  i lb*  >>  2/3 

„ „ „ tins,  i or  1 lb.  per  lb.  7/- 


ADDENDA. 


massage  instruments. 


n 

5 5 
5 1 


B30i9  B3186  B3050 

B3049  Rubber  Roller,  broad  fluted,  nickel-plated  mounts 

,,  Boxwood  ,,  ,,  ,, 

B3050  Rubber  ,,  narrow  fluted 

,,  Boxwood  ,,  ,,  ,, 

B3186  „ Revolving  Ball  ...  each,  children’s  2/6 ; adults 

B3 1 93  Boxwood  Roller,  plain,  for  face  ... 

„ „ „ fluted 

B3195  ,,  eight  balls,  nickel-plated  mounts  ... 

B3194  ,,  cogwheels,  ,,  ,,  >> 


tach 


POCKET  DRESSING  CASE. 


B2716 

B2716  In  nickel-plated  aseptic  case 

PROBES,  EYE.  


Contents : — 

Catheter,  combined  Male  and  Female. 
Clinical  Thermometer  in  Case. 

Dressing  Scissors. 

Director,  with  Guard  and  Fiasnum  blit, 
Spring  Dressing  Forceps. 

Aneurism  Needle  and  Probe. 

Probe,  with  Eye. 

Bistoury  and  Finger  Knife,  Lock  Back 
Spencer  Wells’  Artery  Forceps. 

Caustic  Holder,  Electro-plated  Quill. 
Exploring  Trocar. 

each 

O 


B1336  Anel’s,  with  ring 


B13S6 


plated,  6d.,  silver 


each 
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PROLAPSUS  ANI  and  UTERI  SUPPORTS. 


each 


B3124 


B3124  Glass,  bent 

STERILIZATION  APPARATUS. 


each 


B3256 

B3256  Enamelled  Iron  Globe  Sterilizer  ... 


B3261 


Inches. 

each 


4 

2 /- 


B3261  “The  Gourmet”  Milk  Sterilizer,  white  earthenware,  tinned  fittings. 

Each  1 pint,  1/6;  i|  pint,  2/-;  2 pints,  2/6 


B1246 

B1902 


B1246 

Prolapsus  Ani,  inflating  pad,  with  waistband... 

,,  Uteri  ,,  ,,  ,,  vulcanite  stopcock 


B1902 


each  2 9 


SPECULA,  Nasal. 


B1300  Frankel’s,  spring  action 

STOPCOCKS,  Irrigator. 


B630  B1237 

B630  Prolapsus  Uteri,  with  waistband  ...  ...  ...  ...  each 

— ,,  ,,  Huxley's  pattern,  covered  with  oiled  silk  ...  ,, 

B1237  Lawson  Tait’s  Repositors,  with  band  complete,  vulcanite,  set  of  3 ...  per  set 
>>  >>  »)  >,  ,,  ,,  boxwood  ,,  ...  ,, 


B1300 
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STERILIZATION  APPARATUS,  Conti 


B3176 

B3176  Soxhlet  s Milk  Sterilizer,  complete 
B2173  Catheter  Sterilizer,  nickel-plated  ... 


B2173  5-  d. 

per  set  100 
each  3 6 


SYRINGES,  Enema. 


6584 

6585 


6584 

Seamless  (C.  G.  & Co.,  “Crown”)  highly  polished,  with  bone  pipe, 

complete  in  box  ...  ••• 

Ditto  ditto  aseptic,  unpolished 


each 

1 > 


2 o 
2 o 


B3268 


Seamless,  patent,  polished  or  unpolished,  aseptic,  with  bone  pipe  to 
screw  into  mount  of  delivery  valve,  with  gauze  strainer  over 

suction  valve,  complete  in  box 


Nasal. 


Glass,  nickel-plated  mounts,  bent  or  straight... 


each 


2 9 


6d 


B2222 


each 
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Hypodermic. 

B2349  Metal  case,  nickel-plated,  fitted  with 
patent  expanding  plungers,  and  oil 
cups  between  packing  to  pi  event 
drying  out,  with  four  tul  es  for 
pellets  ...  each  7 o 

,,  Aluminium  case  ...  ,,  80 

The  needles  are  held  in  the  metal  case  by  a 
reversed  screw  thread. 


132359 


TEST  TUBE  HOLDERS. 


B3142  Nickel-plated,  wood  handle 


B3142 


per  doz. 


s.  d. 
7 o 


B3207 

B3207  Nickel-plated  ...  ...  ...  ...  ...  each  1 o 

This  Case  is  rendered  antiseptic  by  means  of  cotton  impregnated  with  antiseptic  solution  contained  in  the 
‘well’’  (and  can  readily  be  re-charged  when  desired  by  unscrewing  the  latter).  The  inner  tube  comes  in  contact 
with  the  antiseptic  pad,  and  becomes  saturated  by  capillary  attraction,  thus  rendering  the  case  thoroughly  antiseptic. 


TOURNIQUETS. 


B3128 

B3128  “The  Brewer,”  red  India  rubber,  with  clip  ...  ...  ...  each  3 6 


B2.196. 

B2196  Pozzi’s  Serre  Noeud,  for  applying  elastic  ligature,  aseptic  ...  each  17  0 


ADDENDA. 
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TRUSSES  and  supporters. 


4701 

47°2 


4701 

Inguinal,  covered  vulcanite 
,,  adaptable  for  Single 


4702  Single 

each  7/6 

and  Double  Hernia,  covered  vulcanite  each 


Double. 

*3/6 

15  ° 


4703 

4703  Scrotal,  covered  vulcanite 

4706  Belt  pattern,  elastic,  reversible  ... 


Double. 

13/6 

8/- 


4708 


4709 


-o8  London  Supporter,  russet  leather,  with  pad  and  understraps 

calf  leather,  hand  made,  superior  finish 

M B The  above  are  stocked  in  sties  33  tv  39  inch.  Other  sizes  made  to 


each 


»> 

nvd  rv . 


d. 

6 

o 


TUBES,  EUSTACHIAN. 


o 


B1586 


Brown,  straight,  open... 


It  1586 


each 


o 


B1587  Brown,  solid 


It  1587 


each 


1 o 


ANAESTHETICS,  CHEMICALS, 
DISINFECTANTS,  &c. 


Prices  Net. 


AN /ESTHETICS.  Subject  to  alteration  with  or  without  notice. 


B2310  Anestile,  metal  cylinder,  120  grms.,  straight  or  curved  neck  each 
B2312  ,,  ,,  ,,  fitted  with  stopcock,  coarse  and  fine  jets 


9/-  Refilling  6/3 


B2309 
B231 1 


Ethyl  Chloride,  glass  bulb  of  30  grammes 
,,  ,,  metal  cylinder  50  ,, 

j>  11  >>  r>  11  IOO  ,, 

726  /Ether,  -735  P.B. 

,,  730  Methyl.  ... 

,,  720  Pure  Rect. 


727  A.  C.  E.  Mixture,  Pure 
728/3  Chloroform,  Pure 
,,  „ Methyl.  ... 

,,  /i  ,,  Pure,  (D.  F.  & Co.’s.) 
,,  / 2 ,,  Methyl.  ,,  „ 


1 1/6 

each  2/6  ; per  box  of  3 
3/6  Refilling 

6/3 

per  lb. 


In  Bottles  Charged  Extra. 


6/3 

6/9 

2/9 

5/6 

6/- 

J/4 

6/6 


i lb- 

£lb. 

1 lb. 

7 lbs. 

per  lb. 

5/IO 

5/8 

5/6 

— 

55 

5/6 

5/3 

5/2 

5/- 

5 5 

2/9 

2/6 

2/5 

2/3 

5 5 

64 

6/- 

5/io 

5/9 

55 

3/3 

3/- 

2/10 

2/9 

CHEMICALS,  &c. 
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700  Acii 


(Prices  Net.) 


11 


706 

711 

7*7 

723 

724 


Boracic,  Pulv.... 

• • • • • • 

per  lb. 

4id- 

per 

cwt. 

30 /- 

,,  Crystal 

... 

1 1 

4id- 

1 1 

28/- 

Bottles. 

Winchester 

Tins 

4 1 

Qts. 

7 

H 

28 

56 

Carbolic  P.B.,  Ice 

per  lb.  — 1/2 

— 

iod. 

9d. 

8*d. 

8d. 

,,  ,,  Detached 

...  „ 1/10  1/4 

— 

1 id. 

iod. 

9id- 

gd.  - 

11 


5d- 

1 '2 

3/- 

per  cwt.  13/6 

per  lb.  2/8 

» 2/9 


/o> 


„ Liquid  ...  ,,  i/q  1 12  lh 
Pale  Amber  for  Disinfecting  per  gallon  2/6;  40  gall,  casks,  per  gall.,  1/1 

,,  Salicylic  Pulv.  ...  ...  •••  "*  Per  I/d 

Albo.  Carbon  •••  — •••  — ” 4d‘ 

Ammonia,  Liquor  Fort.  • 880  ...  ...  ••• 

Boro-Glyceride  ••  •••  •••  — 

Cachets,  in  three  sizes  ...  •••  •••  Pei  1,000  2 2 

Calx.  Chlorinata,  in  jars 

Camphor  Ang. 

,,  Flores. 

Carbolic  Powder,  for  Disinfecting,  Pink  or  White,  150/ 
in  tins  containing  1 and  2 lbs. 
in  bags  of  1 or  2 cwt. 
or  casks,  \ or  1 ton  lots  ... 

Carbolic  Sawdust 
Chalk,  Precip. 

Cloudy  Ammonia,  inland  I pint  bottles  ... 

Cold  Cream,  perfectly  assimilated  and  smooth,  delicate  odour 

Chloride  of  Lime,  packets  of  4,  8 and  16  oz.  ...  Per  £ross 

„ in  jars,  7,  14  and  28  lbs.  ... 

Carbon  Disinfecting  Shells 

French  Chalk  Pulv. 

Fullers’  Earth,  Powder,  best  ... 

Glycerine 


11 


11 


Iodoform,  Pure,  Crystals  or  Pulv. 
|zal.  Disinfecting  Fluid 


...per  doz.,  3/-  and  4/- 
per  cwt.  6 - 
per  ton  £5 
per  lb.  2d. 

4d- 

per  doz.,  4/6  and  9 1- 
per  lb.  16 
8/-  18/-  27/- 

per  cwt. 
per  gross 
per  lb. 
per  cwt. 
per  lb. 

4 § 

3/7  7/3 

s 5 


a 

2/- 


Jeyes’  Fluid,  “Perfect  Purifier” 
Liniment,  Aconite 

Belladonna 
Camphor 

,,  Ammon. 
Chloroform 
Iodi. 

Saponis  ... 

Terebinth 


Bottles  of  1 
each  1/1 

Free  Drums  of  Galls.  $ 

Per  gall.  4/6  8/-  6/-  5 

Free  Drums  of  Galls.  ^125 

Each  2/9  4/9  9/-  21 
per  lb. 


I3/6 

6/- 

3d- 

15/6 

iod. 
16  ozs. 

14/6 


10 

5/6 


4° 

3/6 


10 

4°/- 
5 6 
5/- 
1/6 

3/2 

4/- 

5/6 

2/9 

1/2 
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CHEMICALS,  &c  , Continued  (Prices  Net.) 
Linseed  Meal 
Liquorice  Powder  ... 

Lotion,  Boracic  Acid  ... 

„ Sublimate,  i in  ioo 

,>  Carbolic,  i in  20  * 


>>  ,,  1 in  40 

Tablets  for  making  Sublimate  Lotion 
Lysol  ...  ...  bottles  of  about 

Menthol,  Crystal 
Oil,  Carron  ... 

,,  Carbolic 
,,  Castor  ... 

,,  Cod  Liver 
,,  Eucalyptus 
,,  Linseed 

Ointment,  Acid,  Boracic 
,,  ,,  Carbolic 

,,  Belladonna 

,,  Eucalyptus 

,,  Galla  c Opio. 

,,  Hydrarg  ... 

,,  Iodoform,  10  % 

,,  Iodo-Eucalyptal 

,,  Resinae 

,,  Sulphur  ... 


4 0 


...per  100. 
5d.  ; 8 oz.,  iod. ; 1 


per  lb.,  2/4  ; P.B 


,,  Zinc  Oxide 

,,  ,,  Oleate 

,,  Zomela 

Oxide  of  Zinc  and  Starch  Powder 
Paraffin  Wax,  125° — 1270 
Petroleum  Jelly 
Potassium  Permanganate 
Sodii  Bicarb. 

Starch  Powder 
Styptic  Colloid 
Sulphur,  Rock 
,,  Flowers 

Turpentine,  Spirits  of 
Tincture  Arnica 

,,  Aurant,  P.B. 

,,  Belladonna  ... 

,,  Benzoin,  Co... 

,,  Cantharides,  P.B. 

,,  Camphor,  Co. 


/i£  box  iofc 


per  cwt. 

18  h 

per  lb. 

iod. 

per  gallon 

2/6 

77 

2/6 

7 7 

2/6 

77 

2 /- 

per  1,000 

6/- 

each 

i/3 

per  oz. 

2/3 

per  lb. 

!/4 

77 

T/3 

77 

7d. 

per  gallon 

1 7/6 

per  lb. 

2/6 

7 5 

83. 

> 7 

7 7 

1/2 

77 

4/9 

7 7 

i/9 

7 7 

2/10 

7 7 

2/3 

J) 

3/- 

> J 

3/3 

1J 

i/3 

n 

1/2 

fr 

1/2 

i/9 

>> 

5/- 

n 

8d. 

M 

6d. 

5 > 

7d. 

7d. 

2d. 

)} 

4d. 

}} 

6/6 

7) 

2d. 

77 

6d. 

per  gallon 

5/6 

per  lb. 

3/6 

77 

3/6 

77 

3/- 

77 

3/6 

77 

3/8 

7 7 

2/6 

CHEMICALS,  &c. 
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CHEMICALS,  &.C..  Continued. 


Tincture  Chloroform,  P.B. 

per  lb. 

3/6 

,,  Ferri  Perchlor. 

1/8 

,,  Myrrh,  P.B. 

3/IC 

,,  Nux  Vomica 

3/6 

,,  Opii  ...  ...  ...  ’ ... 

2/ic 

,,  Quinine,  P.B. 

4/2 

,,  Quinine,  Ammoniat 

2/ic 

Vaseline.  Yellow,  5 lb.  tins 

7d- 

,,  White  ,, 

x/3 

,,  Carbolized,  in  collapsible  tubes  of  1 and  2 oz.  ... 

per  doz.,  3/6  and  7/- 

Violet  Powder 

per  lb. 

6d. 

Water  Glass  Solution 

per  gallon 

2/6 

TOILET  PREPARATIONS. 

Antiseptic  Dusting  Powder,  in  4 oz.  patent  rotary  dredger  top  tins  per  doz. 

7/- 

Ditto  ditto  in  bulk 

per  lb. 

2/- 

Fullers’  Earth,  finest  Levigated,  id.  packets 

per  doz. 

6d. 

„ „ „ 3d.  boxes  ... 

...  99 

2/- 

,,  ,,  ,,  6d.  ,, 

4/6 

Violet  Powder,  Perfumed,  id.  packets 

...  ,, 

6d. 

„ ,,  ,,  3d.  boxes 

...  99 

2/3 

, , , , ,,  6d . , , ...  ••• 

...  99 

5/- 

Veloderm  Face  Powder,  3d-  packets 

...  99 

2/- 

,,  ,,  ,,  1/-  boxes 

...  99 

7/6 

_/ 

Zomela,  6d.  boxes 

...  99 

4/6 

,,  in  bulk 

per  lb. 

3/- 

Soap. 

Tablets,  id.  size,  assorted 

per  doz. 

iod. 

or\ 

)}  ^u#  n >>  • • • • * • * * * 

...  99 

i/9 

(Rose,  White  Rose,  Glycerine  and  Cucumber,  Cold  Cream, 

and  Oatmeal). 

Coal  Tar  or  Carbolic  (Calvert’s) 

box  of  3 doz.  tablets 

4/6 

„ ,,  (Field’s)  ... 

per  doz.  tablets  2 3 

Izal 

...  99 

3/3 

Pumice  (Boehm’s) 

...  99 

i/4 

Terebine  6d.  tablets  (Cleaver’s)  ... 

...  99 

4/- 

/ 

Zomela,  6d.  ,, 

...  99 

3/6 

Bottles  of  4 oz.  8 oz. 

16  oz 

Ethereal  Carbolized,  The.  “ Sanoid,”  in  bottles 

6d.  1/. 

1/9 

„ ,,  ,,  ,,  in  bulk 

per  pint 

2/- 

Used  by  Accoucheurs,  Nurses,  and  Surgeons,  for  cleansing  and  purifying  the  hands;  also  recommended  fo 
washing  the  arm  for  Aseptic  Vaccination. 
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TOILET  PREPARATIONS,  Continued, 

Toilet  Cream. 

La.no line  or  Lanoline  Cream,  Melrose,  Glycerine  and  Cucumber,  in 
collapsible  tubes 

Tooth  Powder. 

Carbolic,  Quinine,  Camphorated  or  Odonto,  in  decorated  tins, 


per  doz.  3/- 


6d.  and  1 /- ; per  doz.  3/-  and  6/- 


MENTHOL  SNUFF  &.  INHALERS. 


“Red  Cross”  Menthol  Snuff,  prepared  to  Physician’s  Recipe. 
Put  up  in  neat  tin  box,  hinged  lid 

” RedlCross  ” Menthol  or  Eucalyptus  Ori-Nasal  Inhaler, 

for  pocket,  in  nickel-plated  pull-off  case 


per  doz. 


4/- 

7/6 


Send  for  a Sample  of 

CUXSON,  GERRARD  & CO.'S 


(REGISTERED.) 


THE  NEW  PROTECTIVE. 


An  entirely  new  preparation,  from  Strong  Wood  Fibre.  It  effectively  resists  the 
action  of  Oils,  Alcohol,  Carbolic  Acid,  Hot  Water,  &c.,  and  is  therefore  equal  in  all  respects  to 
Oiled  Protective,  and  superior  to  Gutta  Percha  Tissue,  at  less  than  half  the  cost. 


In  boxes  of  1 yard,  20  inches  wide 

,,  ,,  3 or  6 yards,  20  inches  wide 

Perforated,  6d.  per  doz.  yards  extra. 


per  yard  5d. 
...  per  doz.  yards  4/- 


The  original  make  as  introduced  by  A.  W.  Gerrard,  late  Teacher  of 
Pharmacy  and  Materia  Medica  to  University  College,  and  prescribed  by  the 
Medical  Profession  in  all  parts  of  the  world/ 

Glycerine  (Children’s  or  Adult’s)  ...  ...  per  doz.  boxes  8/- 

Hazeline  Comp.  ...  ...  •••  >»  12/- 

Meat  (The  Original)  ...  ...  ...  •••  » 12 /- 

Milk  ,,  ...  ...  ...  •••  >>  12- 

Quinine  Bisulph.,  5 gr.  ...  ...  ...  ,,  16  - 


Wrapped  in 
Waxed  Paper, 
and 

Boxed  in  Dozens 

as  SHEWN. 


'N  7 


/,R0TEct,  ^PPQSll 


A Patent 
Introducer  is 
Enclosed  in  each 
Box,  RENDERING 

Inserting 
Clean  and  Easy. 


For  British  Pharmacopa'ia  Suppositories  see  next  page. 
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SUPPOSITORIES,  PESSARIES,  BOUGIES. 


Prices  N ET. 


British 
Pharmacopceia. 
New  Shape. 
Theobroma  Base. 


Style  of  Boxing. 


Suppositories. 


i doz.  in  a box. 
also  in 

£ and  i gross 
bottles, 

very  convenient 
for  Storage 
and  Dispensing 


In  Boxes  of  1 dozen,  7d  each;  or  6 - doz.  In  Bottles  of  Half  gross,  3-;  1 gross  5 6 each. 


Grains. 

Grains. 

Acid,  Carbolic 

I 

Ferri.  Perchlor. 

...  ... 

...  2 

,,  Tannic... 

•••  3 

Glycerine  (Children’s  or 

Adult’s)  ... 

75% 

5 5 5 5 ' * * * * • • * * * ’ ' 

5 

Hamamelin  ... 

...  

...  1 

,,  ,,  c.  Morphia  ... 

3 and  1 

Hydrarg.  Ung. 

... 

•••  5 

Belladonna  Ext. 

1 or  2 

Iodoform 

... 

•••  3 

,,  c.  Morphia 

1 and  £ 

Morphine  Hydrochlor. 

... 

i or  2 

Bismuth  Subnit. 

...  10 

Opii  Pulv. 

... 

1 and  2 

1 gr.  i gr. 

1 gr. 

Plumbi  c.  Opio 

... 

3 and  1 

Cocaine  Hydrochlor.  if  1/3 

1/9  doz. 

Zinc  Oxide  ... 

... 

...  8 

Pessaries. 

In  boxes 

of  1 doz.  each,  1/3,  per  doz.,  12/- 

Grains. 

Grains. 

Alum  ... 

...  15 

Iodine... 

2 

,,  and  Catechu 

...  15 

Iodoform 

...  IO 

» » Iron  

...  15 

Morphia 

" i and  2 

Atrophine  and  Potass  Bromide  ... 

T'¥  and  10 

Opium 

2 

,,  ,,  Lead  Iodide 

2V  and  5 

Potass  Bromide 

...  10 

Belladonna  Extract... 

...  2 

Soda  Carbonate 

...  15 

,,  and  Lead  Oxide 

T8  and  5 

Zinc  Oxide  ... 

...  15 

Bismuth  Oxide 

...  15 

,,  Sulphate 

...  10 

Borax... 

...  15 

Bougies. 

In  boxes 

of  1 doz.  each,  1/2,  per  doz.,  11/- 

Grains. 

Grains. 

Belladonna  Ext. 

...  £ 

Lead  Acetate 

... 

£ and  1 

,,  and  Opium 

\ and  i 

Morphia 

... 

1 

Bismuth  Oxide 

•••  5 

Opium 

... 

...  2 

Copper  Sulphate 

1 

Silver  Nitrate 

... 

i and  £ 

Gallic  Acid  ... 

1 

Tannin 

... 

...  1 

,,  ,,  and  Opium 

1 

,,  and  Opium  ... 

... 

...  1 

Iodoform 

•••  5 

Zinc  Sulphate 

... 

...  1 

Private  Formula!  made  and  quoted  for. 


SPECIALITIES. 
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GERRARD’S 


Compound  Oquid  Peptone. 

This  Peptone  is  made  by  a process  resulting  from  a long  study  of  artificial  digestion, 
assisted  by  the  public  works  of  the  highest  authorities  on  this  branch  of  science,  viz.  : Kuhne, 
Chittenden,  Neumeister,  Sidney  Martin,  Sir  William  Roberts,  Professors  Michael 
Foster,  Halliburton,  and  Burney  Yeo. 


INGREDIENTS 

Whole  Meat  Peptone.  Malt  Peptone. 

Detannated  Wine. 

This  preparation  is  a perfect  and  complete  food,  combining  a proteid  and  carbohydrate 
diet,  in  a predigested  form.  In  composition  and  properties  it  resembles  man’s  best  food  bread 
and  meat.  Its  nutrient  value  is  very  high  ; an  ordinary  dose  of  two  table-spoonfuls  being  equal 
to  three  ounces  of  solid  food. 

The  pleasant  taste  of  this  food,  and  freedom  from  bitterness,  causes  it  to  be  highly 
appreciated  wherever  it  is  used.  In  some  thousands  of  cases  where  it  has  been  given  in  hospital 
practice,  it  has  never  produced  nausea. 

Directions  for  Use- 

One  or  two  table-spoonfuls  to  be  taken  every  four  or  six  hours ; for  children  under  1 2 
years  half  the  quantity.  If  given  by  way  of  the  rectum,  two  table- spoonfuls  may  be  well  mixed 
with  the  yolk  of  an  egg,  and  injected  every  four  hours.  In  the  latter  form  it  has  proved,  in  many 
cases,  of  great  nutrient  value. 

SOLD  IN  HALF  and  ONE  POUND  BOTTLES  at  2/6  and  46. 

GERRARD'S 

Liquor  Pancreaticus. 

A powerful  Solution  of  the  digestive  ferments  of  the  Pancreas,  containing  the 
Meat  Digesting,  Starch  Digesting,  Milk  Curdling  and  Fat  Emulsifying  principles. 

This  preparation  is  made  from  carefully-selected  and  fresh  Pancreas.  It  is  \eiy  leliable, 
and  has  a high  digesting  power. 

Sold  in  2 4 8 and  16  oz.  bottles, 

at  1/6  2/6  4/6  8/-  each. 

Special  Quotations  for  Bulk  to  Hospitals  and  other  Large  Consumers . 
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The 


£6 


WAXOL 


99 


Bee 


Brand 


floor  and  Furniture  Polish 


(ANTISEPTIC). 


Specially  prepared  for  use  in  Hospitals,  Workhouses,  and 

Public  Institutions. 


Does  not  require  mixing.  Sent  out  ready  for  application. 
Produces  a bright  and  durable  polish.  Does  not  stick  or  clog. 

In  drums  or  tins  containing  7,  14,  28,  56,  or  112  lbs. 

Per  lb.  Net,  7d. 

Drums  charged  and  fully  credited  if  returned  in  gaod  condition. 

Sample  free  on  application. 


Patent  Polishing  Brush  for  use  with  the  above,  each,  16/- 


King’s  “Shinola 


Liquid  Metal  Polish. 

NON-INFL/VMMABLE. 

AS  USED  BY 

PUBLIC  COMPANIES,  CORPORATIONS,  HOSPITALS,  and  other  PUBLIC  INSTITUTIONS. 


“SHINOLA”  is  free  from  any  corrosive,  and  will  not  injure  any  article. 

Cleanses  and  Removes  Grease,  leaving  a Bright  Polish. 
Directions  for  Use  on  each  Package. 

“SHINOLA,”  in  4d.  and  6d.  Screw-neck  Tins,  per  doz.,  2/6  and  $/- 

in  1 Gallon  Drums...  ...  per  gall.,  i/- 

— 


Free  Sample  upon  application. 


MARTINDALE’S  SPECIALITIES. 


MARTINDALE.CHEMIST. 

LONDON. 

MARTINDALE'S  UREA  APPARATUS. 

Complete,  with  reagents  for  2 doz.  analyses. 
Each  ...  12/- 

Refills  for  at  least  2doz.  estimations,  in  2 
stoppered  bottles,  2/6 


iiiiiiiiiiiiiiiiiin 


W.  MARTIN  DALE. 


SAUNE  SOLUTION 

iiiMKinrmiMfiuiMA  - 1 


MARTINDALE'S  SALINE  SOLUTION. 

In  sealed  tubes,  each,  1/6;  per  doz.,  14/- 


M ARTI N DALE'S  PORTABLE  URINE  TEST  CASE. 

With  reagents,  ready  for  use,  18/- 

Or  complete  with  reagents  for  stock  (recom- 
mended for  export),  26/- 


M ARTI  N DALE’S  LIQUID  PHENOL 


In  sealed  tubes,  for  1 pint,  1 in  20  solutions. 
Per  doz.  ...  6/- 

Similar  tubes  are  prepared  containing  Gela- 
tine Saline,  for  injection  in  Aneurism, 
each,  1/6;  per  doz.,  14/-;  and  Glucose 
Saline,  for  artificial  feeding  prior  to  opera- 
tions, &c.,  each,  2/- ; per  doz.,  18/- 


MARTINDALES  OZONIC  INHALER. 

With  medicament,  each  1/9;  doz.  17/- 
Without  „ „ 1/-  „ 9/- 


Tins  of  Material  for  recharging,  each,  3/6 
For  the  extemporaneous  production  of  Oxygen. 
Portable  and  invaluable  to  the  Medical  Man  resident 
in  the  country.  Price  42/-.  A patent  “ Oxygenator  ” 
is  also  supplied.  Price  48  8 o. 


Nl  ARTI  HOALt  .CHEMIST. 


MARTINDALE’S  BACTERIOLOGICAL  TEST  CASE 

In  solid  mahogany,  with  reagents,  stains,  &c., 

ready  for  use,  42/- 

With  stock  reagents  ...  48/- 

The  same,  in  mahogany,  suitable  for  the 

Tropics,  63/- 

With  stock  reagents  ...  69  - 


Desoriptive  matter  on  application  to  Cuxson,  Gerrard  & Co.,  Birmingham. 


INDEX. 


A 

Abdominal  Belts  . . 

„ Retractors 

Abscess  Knives 
Absorbent  Padding 
,,  Tissue 

„ Wool  .. 

Accident  Cases 
Accouchement  Sets 

,,  Sheets 

A.C.E.  Mixture 
Acid  Boracic 
,,  Carbolic 
,,  Brushes 
,,  Tubes 
Acupressure  Pins 
Adam’s  Nasal  Forceps 

,.  Peritoneum  Forceps 
,,  Tenotome  and  Gum  Lancet 

,,  Tenotomy  Knives  . . 

Adjusters,  Suture.. 
iEther 
Air  Beds 
,,  Cushions 
„ Pillows 
Albuminometers  . . 

Allen’s  Bronchitis  Kettle  . . 

,,  Politzerisation  Apparatus 
Allingham’s  Bowel  Clamp  . . 

,,  Ointment  Introducer 
Aluminium  Funnels 
Ambulance  Bandages 
,,  Cases.. 

,,  and  Field  Requisites 
,,  Stretchers 
Amputation  and  Operation  Cases 
,,  Knives 

,,  Saws 

Amesthotic  Apparatus 
Anaesthetics 
Anasarca  Trocars  . . 

Anastomosis  Buttons,  Plates,  etc. 
Anatomical  Syringes 
Anderson  Gall  Stone  Forceps 
Andrew  Clarke’s  Stethescopc 
Andrew’s  Gouge  Forceps  . . 

Anel’s  Eye  Probe 
„ „ Syringe 

Anestile,  Bengue’s 
Aneurism  Needles 
Ani  Supports  . . 

Anklets,  Elastic  .. 

Antiseptic  Bandages 
,,  Dressings 

„ Dusting  Powdor 
,,  Thermometer  Case 

„ Tow 

„ Wool  . . 

Antitoxin  Syringes 
Apparatus,  Anaesthetic 
„ Electrical 


220—222 

142 

101 

1 

1 

7 

209—211 

14 

14 

334 

335 
335 
264 
272 
119 

78 
91 
90 
99 
173 
334 
217 
218,  326 
218,  219 
190 
224 
137 
48 
122 
282 
4 

209—211 
15,  16 
311,  312 


17,  18 
94 

143,  144 
19—21 
334 
187 
38 


173 

73 

170 

72 

139 

175 

334 

99,  101,  114 
. 266,  330 
279 
3 

1-16 

337 

332 

13 

7 

173 

19-21 

327 


Apparatus,  Evacuation 
,,  Extension 

,,  for  Estimation  of  Nitrous  Ether 

,,  Sterilizing  . . 255 — 259 

Aprons,  Nursing  .. 

,,  Operating 
Arabasquo  Rubber  Enemas 
Arbuthnot  Lane’s  Mastoid  Scoop 

,,  .,  Transfusion  Apparatus 

Archimedean  Drill 
Arm  Bath 
„ Sling 
,,  Splints 
Arms,  Artificial 
Ahmy  Regulation — 

,,  Amputation  Sets 
,,  Antiseptic  Case 
,,  Bearer’s  Dressing  Case 
,,  Field  Dressing 
,,  Haversack  . . 

,,  Housewife  . . 

Artery  Forceps 
Artificial  Eyes 

,,  Limbs  . . 

Asch’s  Nasal  Forceps 

„ Plug  • 

Ascultation  Sounds 
Aseptic  Chair 

,,  Dressings  . . 

,,  Ligatures.. 

,,  Stools 
Aspirating  Needles 
Aspiration  Catheters 
Aspirators 
Atthill’s  Canula  . . 

Atomizers 

,,  Formalin 
Aubrey’s  Uterine  Forceps 
Aural  Forceps 

,,  Polypus  Snares 
,,  Probes 
,,  Scissors 
, Scoops 
,,  Specula 

Aveling’s  Transfusion  Apparatus 


B 


Back  Leg  Splints  . . 
Back  Rests 
Balter’s  Nasal  Probe 
,,  Polypus  Snare 
Bader’s  Cataract  Knife 
,,  Optliulmoscopo 
Baginsky’s  Guillotine 
Bags,  Hot  Water  . . 
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Bags,  Ico. . 

..  233,  234 

Belts,  Corset 

,,  Obstetric 

26 

,,  Gentlemen’s 

,,  Spinal 

233 

,,  Tumor 

Balances,  Weighing 

315 

,,  Umbilical 

Ball  Syringes 

296 

,,  Pads  for 

Ballance’s  Mastoicl  Gougo  . . 

89 

Belt  Trusses 

Balmanno  Squire’s  Urethral  Syringes 

180 

Bench,  Glass  for  instruments 

Bandage  Materials 

6 

Bengue’s  Ethyl  Chloride  .. 

,,  Rollers  .. 

..  212,  213 

Benton’s  Eye,  Ear,  and  Nose  Douche 

,,  Shears 

151,  152,  154 

Berkley  Hill’s  Evacuation  Apparatus 

Winders  . . 

..  212,  213 

Bcrthold’s  Aural  Scissors  . . 

Bandages,  Ambulance 

4 

,,  Ear  Forceps 

,,  Antiseptic 

3 

Bibules,  “Absorbent  ” 

„ Elastic 

4,  5 

Bichromate  Cells 

„ Eye  . . 

5 

Bicycle  Bag,  Obstetric 

,,  for  Support 

4,  5 

Bidets 

,,  Para  Rubber 

4 

Bigelow’s  Evacuation  Apparatus  . . 

,,  Plaster  of  Paris. . 

5,  6 

,,  Lithotrite 

,,  Roller  . . 

3 

,,  Sinus  Dilators  .. 

,,  Rubber 

4 

Billing’s  Guillotine  . . . . 

,,  Suspensory 

..  262,  263 

Binaural  Stethescopes 

,,  Triangular 

4 

Billroth  Protective 

,,  Veterinary 

6 

Bin  for  soiled  linen 

Bands.  India  Rubber 

281 

Bistouries,  Hernia  and  Minor  Operatin 

Bannister’s  Opthalmoscope 

122 

Blackbee’s  Pessary 

Bantock’s  Intra  Uterine  Stem 

132 

Bladder  Catheters 

Barker’s  Aural  Curette 

50 

,,  Forceps  . . 

, , Silkworm  Gut  Forceps 

81 

,,  Sounds  . . 

,,  Suture  Needles 

119 

,,  Syringes.. 

Barnes’  Craniotomy  Forceps 

68 

,,  Trocars  . . 

,,  Hydrostatic  Dilators 

55 

Blake’s  Polypus  Snares 

,,  Midwifery  Forceps 

76 

Bleeding  Bowls 

,,  Stem  Pessaries 

126 

,,  Lancets.. 

,.  Tent  Introducer  . . 

181 

Blister  Plasters 

Barr’s  Pessary 

126 

Blowers  Powder  . . 

Barrels,  Glass 

318 

Blowpipes 

Barth’s  Gas  and  Ether  Apparatus 

21—23 

Bloxham’s  Chloroform  Drop  Bottle . . 

Basin,  Enema  Clip 

300 

Blunt  Hook 

Basins,  Bleeding  . . 

260 

,,  ,,  and  Crotchet  ..  ... 

, Pus 

. . 260,  261 

Boards,  Chart  . . . . 

Bath  Brushes 

274 

Boat  Shaped  Feeding  Bottles 

,,  Specula 

..  160,  161 

Bocker’s  Ring  Curette 

,,  Sponges 

252 

Bonafont’s  Aural  Specula  . . 

,,  Thermometers 

300 

Bone  Chisels  . . . . . . ^ 

Baths 

213,  214,  322 

,,  Drainage  Tubes 

,,  Arm 

213 

.,  Drills 

,,  Bed 

..  213,  214 

,,  Forceps 

,,  Foot 

332 

,,  Gouge 

,,  Hot  air  and  vapour 

270,  271 

,,  Hooks 

„ Leg 

213 

,,  Scoops 

Batteries  and  Cautery  Apparatus  . . 

33—35 

Boots,  Deformity  . . 

,,  , Galvanic  ,, 

32 

,,  Flat  Foot  . . 

,,  Electric 

27—32 

Boracic  Acid 

,,  for  Electrolysis  . . 

34 

Bosworth’s  Nasal  Saws 

Battery  Cells 

27 

.,  ,,  Specula.. 

Battist  Mosetig  . . 

12 

Bottle  Brushes 

Bavarian  Flannel 

6,  251 

Bottles,  Dispensing,  etc. 

Baxter’s  Vaginal  Specula 

166 

» Drop 

Beakers  Glass 

272 

,,  Feeding  .. 

Bed  Baths 

. . 213—214 

,,  Hot  Water 

,,  Cradles 

215 

,,  in  Cases  . . 

Pans 

. 215,  216 

,,  Solution  . . 

,,  Rests 

..  216,  217 

Bougies  . . 

,,  Sheeting  and  Sheets  . . 

219 

,,  Medicated 

,,  Screens 

313 

Bougie  and  Catheter  Cases . . 

*,  Tables 

308 

,,  Moulds 

Beds,  Air  and  Water 

217 

Boulton’s  Intra  Uterine  Stem 

Bedsteads 

311 

Bowel  Clamps 

Beer’s  Cataract  Knife 

96 

,,  Scissors 

Bellocq’s  Epistaxis  Canula 

63 

Bow  Leg  Splints  . . 

Bells,  Electric 

232 

Bowls,  Evaporating 

Belts,  Abdominal.. 

..  220—224 

,,  Hand 

,,  Colotomy  . . 

223 

Lotion 

INDEX 


in 


Bowls,  Milk 

322 

Calico  Bandages  . . 

• • 

3 

„ Poultico 

240 

Calisthenic  Chest  Expander 

• • 

226 

„ Sponge 

252 

Camel  Hair  Brushes 

. # 

275 

Bowman’s  Eye  Douches 

227 

,,  ,,  Throat  Brushes 

• , 

. . 37,  38 

„ „ Hook 

00 

Candle  Lamps,  Laryngeal  . . 

• • 

103 

„ ,,  Knifo 

90 

Candle  Sticks 

• . 

323 

,,  ,,  Needle 

115 

,,  ,,  Nurses 

# . 

308 

,,  ,,  Probes 

..  139,  140 

Candles.  Sulphur  . . 

295 

„ ,,  Retractor  . . 

142 

Canister,  Wool 

. . 

310 

„ „ Syringe 

175 

Cans,  Hot  Water  .. 

• . 

323 

Boxes,  for  Instruments 

91 

Canula,  Epistaxis.. 

. • 

63 

„ Graduated.. 

323 

Canulas,  Atthill’s  . . 

. . 

39 

,,  Ligature 

..  238,  239 

,,  Tracheotomy 

• • 

..  184,  185 

„ Needle 

..  238,  239 

Capillary  Trocars  . . 

• • 

187 

,,  Pill  and  Willow 

274 

Capping  Scissors 

• • 

292 

,,  Powder  Dispensing  . . 

274 

Caps  and  Pads,  Ear 

• • 

60 

,,  Soap 

..  319.  323 

Capsular  Forceps. . 

• • 

67 

„ Store 

310 

Capsules,  Nitrate  of  Amyl  . . 

• . 

275 

Bozemanu’s  Uterine  Catheters 

43 

Carbolic  Acid 

• • 

335 

,,  ,,  Scissors 

150 

, Powder  . . 

• • 

335 

„ Vaginal  Specula 

165 

,,  Tooth  Powder 

• • 

338 

Bracelets  for  fixing  Electrodes 

32 

Carbolized  Dressings 

• • 

..  7,  8,  10 

Braces,  Truss 

260 

„ Sponges 

• • 

252 

,,  Chest  Expanding  . . 

226 

Carriage,  Invalid  . . 

• • 

314 

Brackets,  Shelf 

317 

,,  Spinal 

• . 

314 
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• • 

312 
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94 
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• . 
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• . 
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47 
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274 
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95 

,,  Knives 

95 
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• • 

59 
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Broad  Ligament  Clamps  . . 

48 
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• • 

91 
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59 
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• • 
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. . 
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224 
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64 
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Cautery,  Thermo  .. 
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287 

Centrifugal  Machine 

325 
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47 

Cervix  Dilators  . . 

54,  55 

Chain  Saws 

144 
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307 

,,  Invalid,  carrying  . . 
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132,  133 
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321 
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300 

Champetier  De  Ribe’s  Dilating  Bags 

56 
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141 
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60 

Chapman’s  Hot-water  Bag 

233 
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62 
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225 
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226 
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45 
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47 
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48 
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334 
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334 
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20 
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68 

,,  Midwifery  ,, 

76 
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5 
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67 
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49 
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48 
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48 
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49 

,,  Nasal 

. . 

49 

,,  Ligature  . . 
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49 
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49 
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60 
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114 
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47 

,,  ,,  Forceps 

67 

,,  ,,  Knives 

95 

,,  ,,  Needles 

115 

,,  ,,  Scissors 

146 
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246,’ 

247,  249 

Clinical  Thermometers 

181 
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300 

,,  Tube 

266 

Clover’s  Circumcision  Clamp 

49 

,,  Ether  Inhaler 

19 

,,  Inhaler  Facepiece. . 

20 

,,  Lithotomy  Crutch 

316 

Clutton’s  Urethral  Sounds 

157 

Coats,  Operating 

240 

Cocaine  Sprays 

252 
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59 

Coin  Catcher 

139 

Collar  for  Wry  Neck 

207 

Collins’  Laryngeal  Lamps  . . 

103 

,,  Tongue  Forceps 

81 

,,  Transfusion  Apparatus 

186 

,,  Vaginal  J'pecula  . . 

163 

Collodion  Bottles  . . 

273 

Colotomy  Belt 

223 

,,  Dilators 

55 

„ Plug  .. 

223 

,,  Truss  .. 

• ■ 

223 

Coombe’s  Stethoscope 

170 

Combs,  Dressing,  etc. 

276 

Commodes 

321 
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49 
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50 
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62 

Cooling  Apparatus 

..  233—235 

Cooper’s  Eye  Knife 

96 

Cooper  Rose’s  Nasal  Plugs. . 
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195 

Corks 

276 
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276 
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62 
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241 

Coronet,  Skull 

50 
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289 

Corsets  . . 

222 
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7 
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70 

,,  ,,  Holders 

. . 50,  326 
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241 

Covered  Jars  and  Pots 
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Cover  Glasses,  Microscopic 

107 
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,,  Opthalmoscope  .. 

123 
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38 
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215 
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68 

Crepe  Bandages 

5 

Crib  Sheets,  waterproof  . . 

14 

Cripp’s  Colotomy  Dilators 

55 
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317 

,.  Rectal  Dilators 

56 

Critchett’s  Eye  Retractor  . . 

142 

Croft’s  Mouth  Gag 

113 

,.  Perineum  Needle 
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35 
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. 200,  326 
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316 
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200 
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116 
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299 
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^ . 281 
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^ . 294 
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51 
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51 
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,,  Uterine  . . 
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,,  Operating 
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Decapitators 

• . 
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,,  Tables 
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,,  First  Field 
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, . 
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,,  Tubes 
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237 
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294 
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,,  Syringes  .. 

174 
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237 

,,  Dissectors 
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59 
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,,  Rectal . . 
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,,  Measures 
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3 
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Douches 

..  227-230 

Emmett’s  Uterine  Scissors. . 

„ Eye,  Ear,  and  Nose 

..  227,  228 

Empyema  Tubes  . . 
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Harrison’s  Urethral  Irrigators 

94 

Hydrostatic  Dilators 

55,  56, 

326 

,,  Whip  Bougies 

36 

Hypobromite  Solution 

192 

Hartmann’s  Aural  Forceps 

70 

Hypodermic  Needles 
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,,  ,,  Hooks  . . 

90 

,,  Syringes 

175-178, 
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» Probe  .. 

139 

,,  ,,  Specula 

159 

,,  Nasal  Forceps 

..  77,  78 

,,  Naso  Pharyngeal  Curette 

51 
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155 
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16 
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54 

Hebra’s  Eye  Curette 

51 
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„ Needle  Holders 

121 

Ice  Bags  . . 

. . 233, 

234 

Heister’s  Mouth  Gag 

114 
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281 
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,,  Needles 
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21,  22 
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76 
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,,  Pessaries 
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31 

Heyman’s  Nasal  Forceps  . . 

78 

Infants’  Scales 
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,,  Syringes 

296 

Key’s  Skull  Saw  . . 
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284 
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79 
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,,  Clover’s  .. 

19 
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108 
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95 
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. . , . 

64 
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,,  Intubation  . . 

93 
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,,  Tables 
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58 
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88 

,,  Midwifery.. 

35 
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91 
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91 
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,,  ,,  Cans  .. 

323 

Housewife,  Army  Pattern  . . 

16 

Hovell’s  Nasal  Forceps 

77 
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Lancets,  Abscess 
,,  Bleeding 

,,  Gum 

,,  Vaccination 

Landou’s  Ovariotomy  Forceps 
Landolt’s  Opthalmoscopes  . 

Lane’s  Bowel  Clamp 

, , Cleft  Palate  Forceps 
, , Gouge  Forceps 
, , Rectum  Specula 
Lanetta  Pads  and  Sponges  . 
Langenbeck’s  Bone  Hooks  . . 

,,  Finger  Guard 

, , Lion  Forceps 

Laryngeal  Curettes 
Forceps 

Intubation  Instruments  . 
Knives.. 

Lamps 

,,  Electrical 
Mirrors 
Probes  . 

Sounds 

Lawrence’s  Fracture  Cradles 
,,  Strabomcter  .. 

Lawson  Tait’s  Artery  Forceps 
,,  ,,  Bedsteads  .. 

,,  ,,  Cyst  Elevator 

,,  ,,  Dilators  .. 

M ,,  Hydrostatic  Dilators 


33, 
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Lawson  Tait’s  Ovariotomy  Needles  . . 

116 

Lumley  Earle’s  Pelvimeters 

125 

,,  ,,  Trocars.. 

188 

Lymph  Calf 

285 

,,  ,,  Ovum  Forceps 

,,  ,,  Expositors  . . 

, , , , Kope  Ecraseur 

Leather  Wristlets. . 
Leclanche  Cells 
Leech  Tubes  and  Vases 
Leiter’s  Cystoscope 
Legs,  Artificial 
Leg  Baths 
,,  Instruments  . . 

79 

330 

49 

206 

30 

285 

35 

197—199 

213 

202—204 

M 

Mac  Ewan’s  Bone  Chisels 

47 

,,  Rests 

235 

,,  Hernia  Needle 

115 

,,  Straps  for  Operation  .. 

316 

,,  Mastoid  Gouge 

89 

Leg  and  Thigh  Splints 

248—251 

,,  ,,  Scoop  and  Seeker 

154 

Lennox  Browne’s  Finger  Guards 

89 

Machines,  Bandage 

..  212, 

213 

,,  ,,  Nasal  Specula 

161 

,,  Centrifugal 

325 

,.  ,,  Politzerisation  Apparatus . . 

137 

„ Pill 

289 

Levers,  Palate 

124 

Macintosh  Bed-sheeting 

219 

Liebnech’s  Eye  Bandages  . . 

5 

,,  Jaconette 

12 

. , Knife 

96 

Macintosh’s,  Pessaries 

129 

,,  Opthalmoscope 

123 

Mackenzie’s,  Forceps 

74 

Ligatures,  various 

236—238 

,,  Guillotines 

89 

Ligature  Boxes  and  Cases  . . • . . 

238,  239 

,,  Laryngeal  Lamp 

104 

,,  Clamps  . . 

332 

,,  ,,  Mirror 

111 

, , Sterilizer 

256 

,,  Nasal  Bougies 

36 

Lignola  Protective 

12 

,,  ,,  Forceps 

78 

Limbs,  Artificial  .. 

196- -199 

,,  ,,  Specula 

161 

Liniments,  various  - 

335 

,,  Polypus  Snare 

155 

Lindsay  Johnson’s  Opthalmoscope 

122 

,,  Throat  Brushes 

38 

Linen  Bandages  . . 

3 

,,  Uvulatome  .. 

195 

Linseed  Meal 

336 

Macnaughton  Jones’  Eustachian  Syringe 

137 

Lint,  Plain  and  Antiseptic. . 

10 

Magnetic  Machines 

30 

,,  Boracic 

10 

Makin’s  Bowel  Clamp 

48 

,,  Marine 

13 

,,  Gall  Stone  Forceps 

72 

Lion  Forceps 

75 

Mallets  and  Hammers 

105 

Lister’s  Aural  Scoop 

172 

Masks,  Chloroform 

20 

,,  Catheters.. 

39 

Mason’s  Cleft  Palate  Forceps 

67 

,,  Sinus  Dressing  Forceps 

69 

,,  Elbow  Splints 

247 

,,  ■ Suture  Needles 

118 

, , Mouth  Gag 

113 

,,  Throat  Spray 

253,  254 

Massage  Apparatus 

..  327, 

329 

,,  Tourniquet 

183 

Masseur,  Delstanche’s 

105 

,,  Urethral  Sounds 

156,  157 

Mastoid  Gouges 

89 

Liston’s  Amputation  Knives 

94 

,,  Scoops 

..  153, 

154 

,,  Artery  Forceps 

65 

Match  Boxes 

225 

,,  Bone  Forceps 

66 

Mathieu’s  Ear  Forceps 

70 

,,  Nsevus  Needles 

116 

, , Guillotine 

90 

,.  Splints  . . . . 

248,  249 

,,  Laryngeal  Lamp 

103 

Lithotomy  Crutches 

316 

,,  Rectum  Specula 

162 

,,  Forceps 

75 

Matthew  Duncan’s  Pessary 

127 

,,  Gorgets 

88 

,,  ,,  Uterine  Sound 

157 

,,  Knives 

97 

McIntyre’s  Splints 

249 

,,  Scoops 

153 

Meadow’s  Intra  Uterine  Stem 

133 

,,  Sounds 

156 

Measures,  Graduated  . . . . 286 — 288, 

322 

, Staff  . . 

168 

Measuring  Standard 

316 

,,  Tubes.. 

189 

,,  Tapes 

239 

Lithotrites 

105 

Medical  Coils,  Electric 

29—31, 

327 

Litmus  Books 

193 

Medicated  Bougies 

340 

Little’s  Tin  Splint 

295 

Medicine  Spoons 

295 

,,  Valgus  Spring 

203 

,,  Tumblers 

287 

Littlewood’s  Decalcified  Bone  Plates 

38 

Menthol  Inhalers 

338 

Lockers,  Ward  and  Instrument 

309 

,,  Snuff 

338 

Lotion  Bowls 

260,  322 

Mercurio  V apour  Bath 

270 

,,  Jars 

318 

Meriam’s  Tooth  Plugging  Forceps 

84 

Lotions,  various 

336 

Metal  Boxes  for  Instruments 

91 

Lowenberg’s  Curette 

52 

„ „ „ Needles  .. 

120 

,,  Nasal  Forceps 

77 

,,  Polish 

342 

Lownde’s  Vectis  . . 

195 

Methylated  Spirit  Lamps  and  Stoves 
Meyer’s  Ring  Curette 

293 

Lucae’s  Aural  Specula 

159 

52 

51 

,,  Ear  Knife  . 

95 

Meyhofer’s  Eye  Curette 

106, 

Luer’s  Antitoxin  Syringe 

173 

Microscopes  and  Accessories 

107 

,,  Tracheotomy  Tubes . . 

184 

Microscopic  Dissecting  Instruments 

108 

Lumbago  Belts 

223 

Microtome,  Cathcart’s 

108 

INDEX. 


Midwifery  Bags 

Forceps 

Hooks 

Instruments 
” Sets 

Vectis 
Milk  Bowls 
„ Saucepans 
Sterilizers 
Millboard  Splinting 
Milne  Murray’s  Axis  Traction  Forceps 
Milton’s  Evacuation  Apparatus 
Minim  Measures  . . 

Minor  Operation  Bistouries 
, , Cases 

„ Directors.. 

Mirrors,  Aural  

„ Dental  . . 

,,  Laryngeal 

M Rhinoscopic 

Moritz  Schmidt’s  Laryngeal  Forceps 
Mortars  and  Pestles 
Mortar  Scrapers 

Morrant  Baker’s  Tracheotomy  Tubes 
Morton’s  Opthalmoscope 
Mosetig  Battist 
Moulds  Bougie,  Pessary,  etc. 

Mouth  Gags 
„ Lamps 
„ Specula 
Sponges 

Murphy’s  Anastomosis  Buttons 
„ " Bowel  Clamp 

,,  Craniotomy  Forceps 
Museum  Jars 
Muslin  Bandages  . . 

,,  Strainers 
Mugs,  Enamelled  . . 

,,  Infusion 
Measure 

Mustard  Plasters 


‘26 

75—77 
35 
26,  35 
26 
195 
322 
324 
330,  331 
251 


286 

97 

..  59,  109 

58 
110 
53 

..  110,  112 
113 
74 
288 
288 
181 
123 
12 
288 

..  113,  114 

..  33,  327 

161 
295 
38 
48 
68 
319 
3 

295 

324 

284 

286,  287,  322 
242 
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Nasal  Syringes  ..  ..178, 

Naso  Pharyngeal  Curettes 
Necrosis  Forceps  . . 

Needles,  Aneurism 
,,  Aspirating 

,,  Broad  Ligament  . . 

,,  Cleft  Palate 

,,  Electrolysis 

„ Eye 

,,  Fistula  . . 

,.  Hernia  . . 

,,  Hypodermic 

,,  Naevus  . . 

,,  Ovariotomy 

,,  Perineum 

,,  Post  Mortem 

,,  Suture  . . 

,,  Veterinary 

Needle  Cases  and  Boxes  . . 

,,  Holders  . , 

Neil  Griffith’s  Nasal  Dilators 
„ „ Specula 

Nelaton’s  Cyst  Forceps  , . 

,,  Bullet  Probe 

,,  Splints 

Nelson’s  Broad  Ligament  Needle  . . 

,,  Inhalers 

Neville’s  Axis  Traction  Forceps  . . 

,,  Splint 

Nicoll’s  Urethral  Sound 
Nippers,  Nail 
Nipple  Shields  and  Shells 
Nitrite  of  Amyl  Capsules 
Nitrometer 

Nitrous  Oxide  Gas  Apparatus 
Nott’s  Vaginal  Specula 
Noye’s  Eye  Retractor 
n „ Scissors 
Nurse’s  Aprons  . . 

n Reading  Lamp 
Nutrient  Suppositories 
Syringes 


o 


Nachet’s  Opthalmoscope 
Njevus  Cauteries 
„ Needles 
Nail  Brushes 
„ Cleaners 
,,  Nippers 
,,  Scissors 
Napier’s  Aural  Probe 
,,  Stem  Pessary 


Nasal 

99 

99 

Bougies 

Clamps 

Dilators 

99 

Douches 

f • 

Forceps 
Gauze  Packer 

* • 

Inhaler 

99 

99 

99 

Plugs 

Polypus  Snares 
Probes 

99 

Saw 

99 

Scissors 

99 

99 

Specula 

Sprays 

122 

46 

100,  116,  118 
275 
114 
114 
149 

139 
130 

36 

49 

56 

..  227,  228 
77,  78 
88 
338 
133 
‘ 155 

140 
144 
149 

161,  162,  380 
..  252,  253 


jstetric  Rags 
M Binder  .. 

n Forceps.. 

Instruments 
,,  Sets 

Dwyer’s  Intubation  Inst 
Isophageal  Bougies 
tt  Tubes 
led  Cambric 
,,  Cotton 
,,  Papor 
„ Silk  ... 

,,  Protective 
Is,  various 
l1  Bottles 
ntments,  various 
ntment  Introducers 
Idlmm’s  Opthalmoscope 
M Perforator 

,,  Spine  Hook 

pthalmoscopcs  . . 
pthalmic  Caustic  Holder 
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Scissors,  Cleft  Palate 
Dissecting 
Dispensing 
Dressing. . 

Eye 

Fistula  . . 

Frsenum 
Harelip . . 

Hansa  . . 

Microscopic 
Nail 
Nasal 

Post  Mortem 
Skin-Grafting 
Uterine 
Scoops,  Aural 
Bone 
Bullet 
Dispensing 
Lithotomy 
Mastoid 

Screens,  Hospital 
Sealing  Wax 
Search  Light,  Electric 
Sediment  Jars 
Seitz’s  Percussors  and  Pleximeters 
Seltzogenes  and  Fittings 
Serrb  Noeud,  Ivoeberle’s 
,,  Pozzis’ 

Shears,  Bandage  . . 

,,  Hansa 
,,  Rib 
Sheeting,  Bed 
Shelf  Brackets 
Shields,  Enema  . . 

„ Nipple  . . 

Shields  and  Pads,  Vaccination 
Shot  Canisters 
,,  Lead,  for  extension 
Shoulder  Cap 
Sichel’s  Cataract  Knife 
Sick  Feeders 
Siegel’s  Aural  Specula 
,,  Steam  Spray 
Sigmoid  Catheters 
Signoroni’s  Tourniquet 
Silk  Ligatures 
,,  Opthalmic  . . 

,,  Protective 
Silkworm  Gut 

.,  ,,  Forceps 

Silk’s  Inhaler,  Face  Piece 
Silver  Wire 

Simon’s  Urethral  Dilator 
,,  Vaginal  Specula 

Simpson’s  Axis  Traction  Forceps 
,,  Fistula  Needle 

,,  Intra  Uterine  Stem 
,,  Midwifery  Forceps 

,,  Perforator 

,,  Shelf  Pessary  . . 

,,  Uterine  Sound  . . 

Sim’s  Cervix  Dilators 
,,  Uterine  Curette 
„ „ Sound 

,,  Vaginal  Specula 
Sinclair’s  Circumcision  Clamps 
Sinus  Dilator 
Skeletons 

Skene’s  Uterine  Forceps  . . 

Skin  Grafting  Scissors 
,,  Marking  Pencils 
Skinner’s  Inhaler 


146, 

146 

146 

292 

Skull  Coronets 
,,  Elevators 
,,  Forceps 

50 

63 

81 

147 

,,  Saw 

145 

147- 

-149 

,,  Tripods 

186 

149 

Sleeves,  Operating 

240 

149 

Slides,  Microscopic 

107 

149 

Slings,  Arm 

212 

151, 

152 

,,  Foot 

233 

108 

Slipper  Bed  Pans 

..  215, 

216 

149 

Smith’s  Cleft  Palate  Knife 

95 

114, 

149 

,,  Needle 

115 

150 

,,  Harelip  Forceps  . . 

72 

150 

,,  Pile  Clamp 

49 

151 

,,  Tongue  Forceps  . . 

81 

152 

Snares,  Aural  Polypus 

154 

153 

,,  . Nasal  ,, 

155 

153 

Snellin’s  Entropium  Forceps 

71 

292 

Snow’s  Inhalers  . . 

20 

153 

Snuff,  Menthol 

338 

153, 

154 

Snyder’s  Bath  Specula 

160 

313 

Soaps 

337 

293 

,,  Boxes 

319 

327 

,,  Dishes 

323 

194 

Socks,  Flat  Foot 

203 

125, 

126 

Solution  Formalin 

328 

293 

,,  Tablets  . . 

328, 

336 

49 

,,  Bottles,  Jars,  and  Stands 

318 

332 

Sounds,  Bladder  . . 

156 

154 

,,  Eustachian 

156 

151, 

152 

,,  Laryngeal 

156 

143 

. , Lithotomy 

. # 

156 

219 

,,  Urethral  . . 

..  156, 

157 

317 

,,  Uterine 

..  157, 

158 

299 

Southey’s  Trocars. . 

187 

288 

Spamer  Batteries 

29 

300 

Spanton’s  Vaginal  Specula.  . 

. . 

164 

232 

Spatulas,  Ointment  and  Powder 

. . 

284 

232 

,,  Eyelid  .. 

, . 

158 

279 

,,  Pocket  Case 

..  158, 

159 

96 

Specimen  Glasses . . 

. . 

194 

281 

,,  Jars 

, . 

319 

160 

Specula,  Aural 

159, 

160 

254 

,,  Bath 

..  160, 

161 

40 

, Mouth 

N * * 

161 

183 

,,  Nasal 

161,  162, 

330 

236- 

-238 

,,  Rectum  .. 

..  162, 

163 

237 

,,  Vaginal 

..  163- 

-166 

12 

Sphymograph  Papers 
Spier’s  Ear  Dilator 

. . 

167 

237 

. . 

54 

81 

Spinal  Apparatus 

. . 

208 

20 

,,  Carriage  . . 

. . 

314 

237 

,,  Supports 

206,  207, 

226 

57 

Spine  Hook 

. . 

91 

165 

Spirit  Lamps 

. . 

293 

77 

,,  Stoves 

. . 

294 

115 

Spitting  Cups  and  Spittoons 

. . 

294 

133 

Splinter  Forceps 

81 

76 

Splints  . . . . . • 201 , 

205, 

206,  246- 

-251 

126 

,,  Arm 

..  246, 

247 

130 

,,  Elbow 

. . 

247 

158 

,,  Extension.. 

..  248- 

-250 

54 

55 

,,  Finger 

. . 

247 

52 

,,  Hand 

. . 

248 

158 

„ Leg  and  Thigh 

..  248- 

-251 

166 

,,  Materials  for 

. . 

251 

49 

,,  Poroplastic 

. 205, 

206 

56 

,,  Thomas’s  Hip  and  Knee 

. . 

201 

154 

Sponges  . . 

11,  252, 

295 

86 

,.  and  Pads,  Cotton  Wool 

. . 

11 

150 

, Ear,  Mouth,  etc,  . . 

295 

125 

Sponge  Bowls 

• • 

252 

20 

,,  Cloths 

• • 

252 
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Sponge  Holders 

„ Tents  ..  ... 

Spougio  Piline 
Spoons,  Medicine  . . 

n Volkmann’s 
Sprays  . . 

„ Cocaine 
„ Formalin  . . 

„ Nasal 
„ Steam 
„ Throat 
Spread  Plasters 
Spuds,  Eye 
Staffs,  Lithotomy 
Stands  and  Irrigators 
Stanley  Boyd’s  Bone  Scoop 
Starlinger’s  Cervix  Dilators 
St.  Clair  Thomson’s  Nasal  Forceps 
Steam  Sprays 
„ Kettles 

Steele’s  Hydrostatic  Dilator 
Stems,  Intra  Uterine 
Sterilized  Dressings 
„ Ligatures 

Sterilizers  . . . . 255 — 257 , 

,,  Accessories  for  . . 

,,  Boxes  and  Baskets  for  . . 

Stern’s  Percussor 
Stethoscopes 

„ Tubing  for  . . 

Stevens’  Tenotomy  Scissors 
,,  Vaccinator 
Stephenson’s  Traction  Hook 
Stick  Tips 

Stilling’s  Eye  Knife 
Stirring  Rods 
Stockings,  Elastic 
Stools,  Aseptic 
Stopcocks,  Irrigator 
Stoppers,  Tooth  . . . . 

Storck’s  Nasal  Forceps 
Stoves,  Spirit 
Strabometer 

Strainers,  Enema  Valve  . . 

,,  Muslin.. 

Strapping  Plaster 
Stretchers,  Ambulance 
Styles,  Eye 

Sulpho  Chromic  Ligatures 
Surgical  Dishes 
Subcutaneous  Syringes 
Sublimate  Dressings 
Supports,  Knee  . . 

,,  Spinal 
,,  Wry  Neck 
Supporters 
Suppository  Moulds 
Suppositories 
Surgical  Haversack 
Suspensory  Bandages 
Suture  Adjuster  . . 

„ Needles 
Swabs,  Cotton  Wool 
Sydney  Jones’  Pile  Clamp 
Symes’  Amputation  Knives 
,,  Pocket  ,, 

Symon’s  Drop  Bottle 
Synechia  Knives  . . 

Syphon  Stomach  Pump 
Syringes,  Anatomical 
,,  Antitoxin 

,,  Ball 

„ Bladder.. 


167 

Syringes,  Catheter 

103 

,,  Dental  . . 

12 

,,  Ear 

295 

,,  Ear  and  Ulcer 

153 

,,  Enema  . . 

252-255 

,,  Exploring 

252 

,,  Glass 

328 

,,  Glycerine 

252,  253 

,,  Hypodermic 

254  255 

Nasal  ..  ..  137,  lr 

253,  254 

,,  Politzer.. 

241 

,,  Rectum.. 

167,  168 

,,  Throat  . . 

168 

,,  Trocar  . . 

317,  318 

,,  Universal 

153 

.,  Urethral 

54 

,,  Uterine.. 

77 

,,  Vaginal.. 

254,  255 

,,  Wound  . . 

224 

,,  Fittings  for 

56 

132,  133 

1,  2 

238 

330,  331 

T 

259 

259 

125  . 

168-171 

266 

Tables,  Bed 

148 

,,  Dressing  .. 

195 

,,  Instrument 

35 

200 

96 

193,  295 
279 
307 

, 231,  330 
172 
78 

294 
172 
299 

295 
241 

311,  312 

172 
236 

260-262 
—178,  332 
7,  8.  10 
202 
206—207 
207 
333 
288 
340 
16 

. 262,  263 

173 

. 117—119 
11 
49 
94 

, 100,  101 
21 
‘ 96 

172 

173 

173 
296 

174 


78, 


,,  Post  Mortem 
Tablets,  Formalin . . 

Solution  .. 

Talipes  Instruments 
Tampons,  Uterine,  etc 
Tapes.  Measuring 
Taps,  Champagne. . 

Irrigator 

Taylor’s  Eye  Style 
Teapots,  Enamelled 
Teale’s  Director  . . 

,,  Lithotomy  Gorget  . 

,,  Uterine  Forceps 
Temperature  Charts  and  Boards 
Tenaculum 
Tendons,  Kangaroo 
,,  Reindeer 
Tenotomy  Knives 
Tents,  Laminaria  . . 

„ Sponge 
Tent  Iutroducors 
Test  Glasses 
,,  Papers 
,,  Tubes 
,,  Tube  Brushes 
n Holder  . . 

„ ,,  Stands.. 

Testing  Apparatus,  Urine  . . 
Thermo  Cautery 
Thermometers,  Bath,  V\  aid,  etc. 
* Clinical 

,,  Cases  for  . . 

Thicntan’s  Nasal  Specula  . . 
Thigh  and  Leg  Splints 
Thimbles,  Percussion 
Thomas’s  Drop  Bottle 
,,  Hip  Splints 
„ Knee  ,, 

,,  Pessaries 

Uterine  Curette  .. 


..  99. 
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Thompson’s  Bladder  Forceps 

66 

,,  ,.  Sounds 

156 

,,  Lithotrite 

105 

,,  Stricture  Dilator 

58 

Thornton’s  Broad  Ligament  Clamp. . 

48 

Throat  Brushes 

37,  38 

,,  Sponges 

295 

,,  Sprays 

253,  254 

,.  Syringes 

179 

Thudichum’s  Nasal  Specula 

162 

Thumb  and  Finger  Stalls 

281 

Thymol  Dressings 

7,  8,  10 

Tiemann’s  Bullet  Forceps  . . 

67 

Time  Glasses 

141 

Tinctures 

336,  337 

Tin  Funnels 

282 

Tinfoil  Paper 

289 

Tips  for  Crutches 

200 

Tissue,  Absorbent  Gauze 

1 

Tissue  Seizing  Forceps 

86 

Tobold’s  Tongue  Depressor 

182 

Toe-nail  Forceps  .. 

81 

Toilet  Brush  Holder 

323 

,,  Cream 

338 

„ Jugs 

323 

,,  Pails 

323 

,,  Preparations 

337,  338 

Tomes’  Tooth  Forceps 

82—84 

Tongue  Depressors 

182 

,,  Forceps  . . 

81 

,,  Scrapers  . . 

183 

Tong’s  Dissecting  Forceps 

69 

Tonsil  Forceps 

85 

Tonsilotomes 

89,  90 

Tooth  Brushes 

275 

,,  Combs 

276 

,,  Elevators  . . 

63 

,,  Files 

64 

,,  Forceps 

82  84 

„ Keys 

94 

,,  Plugging  Forceps 

84 

,,  Powder 

338 

,,  Scalers 

145 

,,  Stoppers 

172 

Tourniquets 

183,  332 

,,  Tubing  for 

266 

Tow,  Plain  and  Antiseptic 

13 

Towels,  Sanitary 

14 

Toynbee’s  Aural  Specula 

160 

,,  Ear  Forceps 

. . 

70 

,,  ,,  Syringes 

174 

,,  Otoscope 

124 

,,  Tympana 

189 

Tracheotomy  Canulas 

184,  185 

,,  Hooks 

91 

,,  Sets 

184 

Trachoma 

85 

Traction  Hooks  . . 

35 

Transfusion  Apparatus 

185,  186 

Traube’s  Percussor 

125 

,,  Pleximeter 

• • 

126 

Trephines 

186 

Trial  Sets,  Optical 
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